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Abrasive Medium 1184 
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Absolute Pressure Pneumatic 


Absorbance 
eter 11 
AC Controller 18 
AC and DC a 
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Acceleration Indic ator 1607 
Acceleration Pickup 2206 
ACCELERATION PICKUPS: 162, 756, 
787, 938, 1171, 15097, 1584; vibration 
measurement 2457 
Acceleration Sensitive Switch 
Accelerometer Calibration — by 
Pendulum 132% 
Accessories, Oscilloscope 1842 
Actuator Design 805 
Actuators for Switches, Vush-Uutton 572 
Adapter, Dual-Drive 1393 
Adjustable-Speed Drive 2265 
Aerodynamle Research 1868 
AIBE Forms Instrumentation 
1070 


Air and Steam Cleaner 2405 
Airborne TV Camera 1190 
Air Compressor, H-p 354 
Alreraft Engine Pressure 
tem 1597 
Aircraft Hour Meters 1599 
Aircraft O11 Pump 1599 
Aircraft Tomperatures and 
Air Dryer 131 
Air Dryer-Cleaner 582 
Air Filter, Regulator and Lubricator L169 
Air Filters and Driers, Instrument 1662 
Air Filters, Regulators, Lubricators & 
Combinations 116 
Air-Flow Switch 2455 
Alr Gages, Column-Type 1875 
Air Monitor 2272 
Air Motor 1391 
Air Pollution Control 908 
Alr Pollution, Instrumentation 
Air Regulator, Instrument 582 
Alr Reservation System 1174 
Air Sampler 1404 
Air Temperature Probe 2462 
Air Velocity Gage 1658 
Air Volume Booster 1169, 
Alarm Lamp and Relay 574 
Alarm-System Tester 555 
Alarm, Visual and Audible 
Alertness Indicator 772 
All-gas Control System 586 
Alternating-Voltage Analyzer 
Alternator, P’-M 994 
Altimeter, Rate Control 350 
Altitude Simulator, Dynamic 1612 
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5g 
Aluminum Solders S44 
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; de signal 
1626; mag 
1384; multichannel 839; 
ase: sensitive detector §46; for sclntilla 
tion and proportional counters 147; servo 
340; stabilizing 534; 10-Mc wideband 147; 
wideband 339; wideband DC 562 
Amplifier-Discriminator 1004 
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2276 
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Accessory for Speetrophotom 
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18d 
Ballistle 
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Indication Sys 


Pressures S08 


for 


100 


1837 


wl ec 2208; de 
galvanometer 

147; mixer 
recorder S62; 


1626, 
1626: 


70; be 
Tes Sweep Adapter 
Amplifier Tester 1614 
AMPLIFIERS: 978; 
servo 978, 1626, 2206; 
“Amplistats’’ 1012 
An-Dig Converter 2466 
An Engineer Looks Inward 17 
ANALOG ge o TOR: D-C 810; grav 
or. survey-data 160 
ANALOG COMP 1 ‘TERS : 
basic applications of 464 
Analog-to-Digital Conversion $11 
Sraies to Digital Converter, Sine 
59; 
Analog-to-digital converter For Telemeter 
ing 1592 
Analog-to-Digital Converters 
Analog Field Plotter 1020 
Analog Filters 2082 
Analytical Instruments, 
tions of 1141 
Analyzer, Alternating- Voltage 1837 
se for Complex Mixtures, 
52. 23 


ANALYZER: 


976 


high altitude 
transistors 1: 


1666, 2268; 


Cosine 


1824, 


2505 


Process Applica 


Infrared 
continuous 523; electrical 
iydrogen and carbon 1172; 
radio frequency gas Sh: 
23; spectrum 2481; the rmal 
conductivity-type selective 2047; trouble 
shooting 2478 
Anemometer Probes 582 
Anemometer, Supersonic: Flow 
Angle Finder, Level and 1184 
Angle Indicator, Electrical and Mechanical 
5 4 
Angular Accelerometer Calibrator 
Angular Position Encoders 1414 
Aniline Apparatus, Automatic 1657 
Anneal-Line Control, Continuous 
Armour Research Foundation 704 
Aspiration Pyrometer 1578 
Assembler, Automatic 1186 
Assembly Kits 1388 
Assembly Machine 1604 
Association for Applied Solar Energy 
Association Francaise de REgulation 
Automatisme 1271 
Astatic Instruments 1379 
Atmospherle Dust Density Measurer 
ATTENUATOR: ladder type 
VHF standard 1158 
Audio Frequency Wave Analyzer 557 
Audio Oscillator 1162 
Autoclave 740 
Auto-Collimator 330, 1182 
Auto Engine Tester {66 
Automate—or Die 1512 
Automatic Assembler 1186 
Automatic Autoclave 838 
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Automattic Controller, Electrle Contact 
Type 732 
Automatic Cylinder 
prossed Gases 1172 
Automatic Data Reduction 1767 
Automatic Gas Leak Watchman 834 
Automatic Logging 1560 
Automatic Parts Assembly 
Automatic Process and 
cording System 2256 
Automatle Production of Resistors, 
ment for 2472 
Automatic Timer 2267 
Automatic Timers 1586 
Automation and Man 1016 
Automation, effects of 2181 
AUTOMATION EXPOSITION: — high 
lights of 30; Pile Review of Second 5% 
Automatic-Reset Timers 1810 
Automation, Revolution and 
Automation in Russia 679 
Automation's Impact on 
Automatized “VPotting’’ 32 
Automatized Testing 
Printer 330 
Automotive- Vehicle 
Autopilot 1597 
Autopilots, Drone 2208 
Autopod Camera Support 
Aviation—Instrumentation 


Backward Wave Oscillator 
Bagging, Scale Automatic 
Balance, Laboratory (46 

BALANCER: dual servo 
137 


Sampler for Com 


1187 
Production We 


equip 


Insight 257 


Nducation 57 


Machine and Data 


System Tester 141 


999 


06 


1847 
1814 


1402; dynamic 


Dual Servo 1402 

Dynamie 137 

Dynamic 242 

MACHINE M376; dy 


Balancer, 
Kalancer, 
Balancing, 
BALANCING 
namic 1670 
pict Machine 
tors 05 
Italancing 
and 3! 
Ball Bearing 1893 
Ballistic Film Analyzer 
Kallistic Film Reader 
Ballistic Vendulum, 
bration by 1322 
Ialls, Precision Pyrex 
Banking, Electronic 220 
Barretter Bridge 1840 
taseball Predictions 838 
Basico Applications of Analog 


for Extra-Small Ro 


Units for Pickups, Switching 


and Recorder 1174 
2057 
Accelerometer Call 


1648 


Computers 


46 
Basic Circuits used in Digital Automation 


Banlo Flow Character 
istics 
sath, Two-Unit 742 

Baths, Constant-Temperature 

Kattery, ‘‘Solid State’’ 774 

Baytown plant of Humble Oil & 
Co, 113 

Ieacon Cavity Oscillator 1¢ 

Bearing Adapters 348 

Rearing Assembly Tools 1606 

Bearing-Ball Gage 750 

Bearing-Friction-Torque Meter, 
ment 550 

Kearing-Labe Tester 323 

Bearing of Lubricant Films, 
of 2416 

Kearing Overheat Alarm 936 
Bellows Material, Tube & 2068 
Kench Comparator 1608 
Bench Unit, Mobile 130 
Bendix General: Purpose 
vealed, New 227 

Beta Gages 366 

Beta-Ray Gage 1810 
RIMCAM 638- 

Bimetal, Thermostat 160 

Binary Scaler, Microsecond 
Binding Post, Multi- Ni 675 

Bin Level Control 1358 

Bin Level Indicator, Explosion-!’roof 
Linocular-To-Camera Adapter 2460 
Bismouth Wire, Ductile 1872 
KIZMAC Controls Army Inventory 28 
Blackbody Radiation Standard, Adjust 
able 316 

Blanking Press 133 

Blow-Down Controller 1574 
BLOWER: centrifugal 355, 166 

miniature 2464; variable frequency 

Blowers, Small 

“‘B-Motor’’ Model 159 
Bolt-Tension Calibrator 2274 

Bonded Materials, Non-Destructive 
for 1181 

Kook Copier 2065 

Books 97, 305, 932 

Booster, Air Volume 1169, 

Bore Gage Master 1610 

Bore-Parallelism Gage 136 

Borescope 324 

Breadboard Components 2288 

Breadboard Kits 1392 

Breadboard Parts 987 

ridge Balance System 966 
BRIDGE: comparison 2; deviation 

test 756; low-resistance 143 


Valve Types and 
490 


1369 
Refining 


F 


Tnstru 


Measurement 


Computer Re 


2406 


Tester 


1400 


February 1957 
68705" » » 
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Bridge Test 
Mritish Instrument 
Itrown Instrument 
Iriefs 164, 356, 
Bulkhead Bar we 
nections 1853 
urette Clamp, 
Surglar Alarm 
Burner Control 
Bushings, Insulating 


Set 1834 
Exhibition 
Division 34 
586, 8 0, 

Tubing 


1406 
erminal Con 
Double 
158 
Systems 
Vue 


131 
ois 


c 


Cubinet Slide 1865 

Cabinet, Utility 1400 
CABINETS: hot and cold 

er-tight 1355 

Cables, Miniature Hi-Temp 

Calender Rolls Gage 1828 
ven enon and = Adjustment 


1612; weath 


907 
Equipment 


System, Multiple-Instrument 

Calibration of Wire 
Systems 171 
CALIBRATOR: ac 1160; 

crometer 2072; = sell- balancing 

“age 

Caltbrator for Pickups 1624 

Calibrator-Recelver- Amplifier 
CALLPER: electronic 1827 


( ‘allbration 
546 


Strain Transducer 
angular accel- 
pressure 


Mixer 97% 
; SS vernier 


Polymers 
automat te 


alorimeter for 
MIE H time 
fighter plane 1400; ¢ 
speed drum 748; ¢ 
MM_ Recording 2064; 
oscilloscope recording 97 
Capacitance Bridge 1614 
Capacitance Dividers, HV 
Capacitance Tester 960 
OAPACITOR: — butterfly 
awiteh 758; high-precision 3: pis 
ton 763; rapidly-variable 1381; solid tan- 
talum 984; ultra low-loss trimmer quartz 
2087 vernier 1624 
CAPAC ITORS: 
1846; high-rating 
low-Inductance 2080 
ature 569; mylar 
plasticon 2502; 
miniature 
1634, 2488; 
coramle 569 
Capa, Thread Protector 
Card Converter 246 
Card-Programmed 
Mill 2152 
Cascade Control, 
152 


postire 


ose aaah dann +3 


2080 
ISAT; : decade 


HOO: 


decade 
1386; 
mint- 
763; 


ceramle 2488; 
S42; high-temp 
: low-loss O84; 
150; “One-b 

polystyrene : sub 
tantalum ISd6; tantalum 1106, 
trimmer 2286; voltage-sensitive 


771 


Reversing Roughing 


Quantitative Analysis of 
Telephone 
Cartridge Heaters 350 
Cartridge Heating Unit 
Case, Carrying 584 
Case Material 950 
Cash Register bli 
Castor Process Unit 321 
CATHODE RAY OSCILLOSCOPE: 1155; 
neneral “purpose 971; high-sensitivity 975; 
24-trac 3 
Cc AMIODE- RAY TUBE: 
500; trace-retaining 1379 
Cavitation Machining 501 
Cavity, High-Q 1160 
Cavity-Inspection ‘scope 
Cavity Oscillator, Beacon 
Cell, Nuclear-Energy 774 
Cement Analysis 840 
Centralized Control of 
Bight 1118 
Centralized Transport Control 
Centrifugal Switch 1176 
CENTRIFUGE: 328; test 
Ceramic Material, Chart of ‘ 
Ceramics for Plezoelectrie Tr: anaducers 28 
Character-Display Tube 2466 
Charger-Voltage Control 160 
Chart-Drive Assembly 315 
CHASSIS KIT: 1291; 
202 
Check Valve 1003 
Chlorinators, V-Notch 
Chlorine Detector 2105 
Chokes, Micro- el OG 
Choprer, Instrument 760 
CHROM ATOGRAP Il: 
research and analytical j 
CHROMATOGRAPHY APPARATI 
gas 15366; vapor-phase 130 
Chronometrically Governed 
Motors 530, 781 
Cireult Analyzer 1614 
Circuit Breaker 1198 
Circuit Design Aid 1866 
Circular Table 952 
Civil) Aeronautics 
1262 
Clamp, 
2 leaner, 
Cleaners, 
Cleaning 
Cleaning 


Carrier 


574 


1174 


self-focusing 


324 
1655 


Honolulu: Number 


882 


experimenter’s 


1575 


148 


D-C Timing 


Administration, The 
Apparatus 1655 

Ultrasonic 2274 

Parts 2070 

Equipment, Ultrasonic 54 
Machine 1826 

Cleveland Electronics 
Clips, Vattery 1639 
Close-Up Stand 2065 
Clutch Control, Two-Iland 542 


Conference 222 


Clutch for Fractlonal-HP Motors, Auto 
matic 560 
CLUTCH: 

magnet 767; 

Clutches 2492 

(O Detector, 

Coating for Graphic 
40 

Coating-Thickness 

Coating-Thickness Gage 
lyzer 2048 

Coax Section, Flexible 

Coaxial Attenuator Vad 

Coaxial Cables, Miniature 

Coaxial Choppers 1624 

Coaxial Mower Pad 

Coll form, Shielded 

Coll Forms, Ceramle | 

Coaxial Slotted Line 
robe 1847 

Coaxial Switches 

Coll Winder 1187 

Coils, Cup Core 1196 

Cold-Bend Tester 1827 

Collet Chuck, Adjustable 952 

Color Differences, Determination o4 

Colorimeter, Photoelectric 2405 

Combination Transistor and Vacuum 
DC Voltmeter 1158 

“Combined = Analog-Digital 
1567 

Combined 
Generator 064 

Combustion Boats 2062 

Combustion Control of Slab Murnace 

Combustion Controller 111 

Combustion Meters 

Combustion Test K 

Combustion Tester 

Common Language 

Commutator, Sampling 
COMPARATOR: bench 

2474; measurin 
COMPONENTS 

CVS 570 

Compressed 
1722 


hysteresis 1645; permanent- 


magnet 2490 


Pocket 775 
Circultry, Vrotective 
Gage 5A8 

And Stream Ana 
1387 

1160 

346 


And Broadband 


1848 


Tube 
Simulation’ 


Signal Generator and Sweet 


Machine 748 
2400 
1608; electronte 


aluminum 348; 1600 


Air Applications at Axstatle 


Compressor, Instrumen 1009 
COMPUTER: A S10; 
1590; analog 1021; digital 94 
946, 1824: general-purpose 5 
2268; readix 596 
Computer Accessories 2269 
Computer Control of a 
Schedule 1303 
Computer Drift Compensation Switeh 
Computer Educations 10916 
Computer Men Tour Shell 
Computer Osclllograph 045 
Computer Power Supply 1174 
Computer-Processor, Electronic 2466 
Computer Research, Fellowship Grant A 
sists 
Computer Vs Sports Experts 2354 
Computing Relay 2466 
Control System, Statle 
Control System Without 
2258 
Computer Time Scale 
Computer Voltage-Dividing 
Concept, A new 1965 
Concrete Batching, Automatic 
Conductivity Controller 95 
Conduit, Control Panel 1010 
Connections, Solderless 154 
CONNECTOR: aircraft 1389; audio type 
246; high temperature 906; male primed 
clreult 155; miniature 185 mintature 
thermocouple 527; IF 995; rack & panel 
04 


algebrale 
electront 
portable 


Rolling Mill 
1362 


640 


Switching 2255 
Transmission Lag 


Check 534 
Resistor 164 


1462 


coaxial 1389; 50-contact 

164, 346, 1; printed 

quick 5; ribbon-ce 

subminiature 2491; UME 


CONNECTORS: 
1; miniature 
elreult 995; 155 
sign 995; 997, 

1389 
Constant-Current Supplies 1382 
Constant-voltage Source 
Consumer Research 171 
Contacts, Protectively 
Continulty Tester 756 
Continuous-Anneal-Line 
Continuous-Flow Paper FE 
Continuous Galvanizing 
Contour Projector Accessories 1610 
Contour and Surface Projector 2474 
Control, Air and Hydraulic Valves 
Control and Computer Component 
binations 748 
Control Console Design 1337 
Control Panel Conduit 1010 
CONTROL SYSTEM: automatic 
cleetronte ‘‘Go and No-Go” 1375 
Control System for Furnace Reactors 312 
Control/system Supervisory and Remote 
Positioning 2046 
Control Systems Concepts 1720 
Control — for Remote Measuring Sys 
tem 
CONTMOL VALVES: 72, sy 
282; No. 3 490; N 
. 6 1124; No. 
No. ll 29203 pale A. of 901 
Controlled Closing Air Valve 1412 
‘ONTI ROLLER: AC C 1810; electronic 
miniature 1352 pune! hed tape-type 
machine of process 132; self-contained 
1189 
Controllers, Plug-in 732 
Conversion Tables 2106 
CONVERTER: AC-DC 
2466; high-voltage 564 
Converters, Analog/Digital 2505 
(Conveyor Scale 2454 
Coolant Source, Circulated 
ture 322 
Cooling-Effect Detector 2051 
Copper Dispersion for Plating Non-Con 
ductors 2471 
Core Handler, Automatic 1604 
Corona Test Sets 968 
Corrosion Test Cabinet 1612 
Cost and Payroll Recorder, 
Costs, Estimating Electronic 


Packaged 


Control 483 
‘trophoresis 548 
U 


2499 
Com- 


1602; 


No. 


1624; An-Dig 


Low-Tempera- 


Automatle 9145 
Equipment 
710 
7 
Setters add-subtract 
classroom 538; combination mechan- 
remote Indicating : frequency 
2056; key-lock reset 7 IL 73 
ie 3 530; preset 126, 158 


318, 738; batch 
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6-Digit electric 1179; twin 
way 528, 943; variable-scale 
load cycle 1820 
Counter Converter 
Counter Dial 530 
Counter-Electric 1590 
Counter-Point 
Counter-Scaler, 
Counter Timer, 
Counter Tube, Mica End-Window 
Counter for Weighers 2055 
Coupler for Tube Troughs 1648 
Coupling, Teflon-Sealed 1649 
Couplings, Shaft 2492 
Creep Tester 1612 
Creep Test Machine 
CRO Probe Tip 1162 
Cryoscope 131 
Crystal Filters #42 
Crystals, Scintallation 1601 
Current Flow Te 1617 
Current T fonirertaee 1160, 
Curve, Adjustable 1006 
Curve Follower 1595 
CYLINDERS: air 


1362; work- 


540 


Geiger 1004 
1-MC 2056 
1181 


956 


2080 


575 348 


; power 


D 


Da in ‘Transit, ee 224 

Damping Measurer 1661 

Data Handling, Magnetranle (20 

Data Tab on Wheels 1266 

Data Logzer, tronic 208 58 

Data Logging. S&S 90 

Data Processing, “Automated “018 

Data Processing with a Quasi-Random- 
Access Memory 690 

— a ———_ mer 12 _ 

DUCTIO: mM: 

cane) 7M; ‘ullogran Me 
‘DataTay 

Date and “rime Signal, Generator 


0-0 Suoply, Prectelon 16( 
D-C Supply Regulator 341 
Decade Capacitor 339 
DECADE COUNTER: 
preset 2460 
Decade Voltage Divider 338 
ecade Inductor 559, 1160 
— ommutation Station 532 
Dehydrator, Ga 


DELAY UNE: ‘00. 0 USEC (842+ var- 


lable 24 


multi- 


2060 


plug-in 1820; 


1887, 187 i; 
high -fide 
pushiution. 
variable 

762 


O00- 
ty 1197; 
derade 
144 


> : 8 
multh- tapped "1636; 
+ Sealed 242, 1987; 
3 Ultrasonic 
Delay Units 599 
Demineralizer 1863, 2494 
Demodulator 2105 
enver Research Institute’s Third 
Posium on Combined Analog & 
computation 201 
Derivimeter 592 
Detector Amplffier, 5 tunable 1381 
Detectors, HeS 117 
Developments in Orifice 
ment 
Deviation Meter, FM 1839 
Deviation Test Bridge 756 
Dial Indicator 1608 
Dial Indicator Tester 2072 
Dial Indicators 1828 
Dial-Vernier 1665 
Dials, Divided Circles, 
Diamond Tools 542 
Diaphragm Manometer 
Diaphragm Motor 2095 
Differential, Miniature 348, 
Differential Kit 577 
Differential Pressure Controller 
Differential Pressure Electrical 
mitter 934 
Differential Pressure Regulator 1168 
Differential Pressure or Liquid 
age, Magnetically Coupled 1582 
Diffractograph, Electron 743 
Diftractometer, Double Crystal 


Sym- 
Digital 


Meter Measure 


Ete 
1580 
2292 


1580 
Trans- 


Tevel 


X-Ray 


Ditfuston- Process Diodes 
“Digimatic’’ 1268 
DIGITAL AUTOM ATION: 

No. 6 470; No. 7 695: No. 8 $ 
aa No. 11 107 No. 12 1979; N 
; : No. 14 2403; bosic circuits used in 


Digital-to-Analog Conversion 695 
DIGITAL COMPUTER: 
portable electronic 124 
Digital Computer and 
bined 746 
Digital Controllers 
Digital Conversion 
Digital Conversion Ki 
Digital Data Recorder 5, 
Digital-Dial Potentiomete “ TS 
Digital Indicator For 
1352 
Digital Ohmmeter 486. 
Digital Process Control { 
Digital Readout Unit 1595 
Digital Readouts 319, 1851 
Digital Recorder 53 
Digital Reports 1220 
Sequence 
Vacuum -tube 


2487 


1773; 
Analyzer, Com- 


2205 


list 


Process Variables 


2279 


2403 
Rack- 


Control 
Voltmeter, 
Automatic Continuous 
Ac-De 141, 
Digitized Weighings 585 
Digitizing Converter, Low-Voltage 1590 
i om System, Optical Shaft-angle 


1840 


DIODE: 1000-volt silicon 2287; double 
based 985 
Diode-Curve Tracer 962 
Diode Tester 332, 2076 
Bong bonded silicon 766; diffusion- 
2487; plug-in dual 2287; power 
B63: 16, age v silicon 2486; silicon junc- 
tion 6; 2486; subminiature 342, 766; 
iy atk. 1386 
Direct-Current 


1154 
Direct Setting Gage 1182 


Vv acuum-tube Voltmeter 


Direction Finder, High-Frequency 536 

Dise Cathode 985 

Dises, Rupture 1659 

Disconnect, Pneumatic 770 

Dispersion for Plating 
Copper 2471 

Displacement Pickup 1586, 

Distillation auparetus 946 

Distillation Train 129 

Distillation Units 128 

Distilling 1654 

Distortion. Meter 1839 

Doping Elements & 
Semi-Conductor 2473 
DOSIMETER: 1856; pen-size $20 

Dowel, Pins 1647 

Drafting Machine 773 

Draw Furnace, Silicon 

Drawing Material 773 

Drawing and Tracing Vaper, 
ric a 

Drill, Mi 118 

Drilling Unit, ‘Automatic 

Drum Actuator 538 

Drum Reversing Switch 9/2 

gi = Cc a a Supply for Bridges, 

Drying ‘Systems, Ine, 2476 

Dry Kiln Controllers 2046 

Dual- oare C-R-O 332 

Dual Trace Generator 964. 1 

Fastener Snap-On 24°; 

Dummy Lead And Calarinecer, 
R-F_ 1835 

Dust Density Me rer, Atmospheric 

Dy mic tit ~~ ‘Sime ala te 

Dynamic Balancing 2422 

Dynamic Response 1542 

Dynamics of Liquid Flow Control 152! 
DYN AMOME! UTE : jifactional Norsemen 
e 2; precision 736; 

weller “1182 4 

DY: NAMOMETERS: 550, 


15 
DY SEAC and SPAC 


Non-Conductors, 


2055, 2057 


Alloys, Vreformed 


2472 
““Wade-Out 


544 


(.-Band 


1658 


2474; 


Cooperate 


two-way 


1075 


E 
ontrol 2006 


Slitlers, 


nomic Aspects of Process ( 
Lice Gulda Conteal far Presses, 
Rage’ Guide light-Duty 2452 
Edgewise Microammeter 2078 
Edison Radio Amateur Award, 


Education News 1072 


1955 640 


2258 
Sys a 167 
pen Ilearths 86 
Electrical “Conductivity Cell 2047 
Electrical Equipment Analyzer 960 
Electrical Indicating Instrument 970 
Electrical Measuring Instruments 2496 
Electrical and Mechanical Angle Indica- 
tor 582 
Electrocaloric Flowmeter 2112 
Electrohydraulic Position Control 1540 
Electro-hydraulic Servo System 19 
Electrolysis Voltmeter, Dual 1835 
Electrolytic, Miniature 76% 
Electromagnetic Control 988 
Electromagnetic Pump 166, 585 
Electromechanical Kits 987 
Electrometer And DC Amplifier, 
183 
Electrometer, Slideback 1131 
ELECTROMETER SYSTEM: 2078, 
2481; vibrating reed 786 
Electron-beam Processing 1014 
Electron Diffractograph 743 
Electron Photography 5 
Electron Tube, New 
9156 
Eistronio Circuitry 84, 288 
904, 1136, 1534, 1780, 1993 
Electronic Data Processing Machines 
Electronic-Hydraulic Control System 
Electronic Switch 338, 1841, 2482 
Electronic Tubes 986 
Electro-Optical Instruments 1411 
Electronic’s Future Role 1466 
Electrophoresis, Continuous- low 


Sensitive 


iv » 
11000,000 megacycle 


488, 706, 


Paper 


rtec troplating Control 524 
Ylectro-Pneumatic Converter 366 
Ellipses Template 1010 
EMF/Pneumatic teat r 
Encapsulated Circuits 
Encapsulating Machine 32 
Encapgulating Resin 162 
Enclosures, Sealed 346 
Encoder, Shaft-Position 1593 
ENCODERS: angular position 
shaft-angle : 
Endothermic | 1866 
Engraver Bench 134 
Envelope Delay Meter 552 
Davironment Test Cabinets 552 
ai y Coating 172 
cpoxy Embedding Resin 1602 
i PSCO 683 
Equation for Curves, 
Finding 1822 
Equipment for Automatic 
Resistors 2472 
Erma—Electronic Bookkeeper 
Error Seals, Key-Punch 1364 
Esling, Robert H. 1789 
ae Electronic 


Etching Market 1184 

Evaluation of Valve Mechanical 
teristics 

Evaporation Test Cell 322 

Evaporator 948 

Evaporograph 640 

Events 118, 308, 430, 655, 828, 
1350. 1490, 1742, “1045, 2149 

Explosion-Proof Housings for Control Py- 
rometers 935 

Extraction Rack 


2106 


1414; 


Instrument for 
Production of 


356 
Equipment Ccsts 


Charac- 


1062, 


322 


F 


Fail-Safe Control Systems 
Fan-Blower Unit 1663 
Fan, Equipment Coding 1663 
Fatigue-Test Controller 1830 
Faucet, Safety Drum 1204 


586 
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Fault Locator, 1834 

Federal Airways 

Feeders, ee 1814 

Ferramic Ma 

Ferristorized EPUT I 

Ferromagnetic Plastic 775 

FHP Motor 120 

Fighter-Plane Camera, Automatic 
Time 0 

Filament Transformer 985, 1186 

File Boxed Sets, Rotary 952 

Filled System ec A oni 
istics of H 294 

Analyzer and 


Ground 
Plan 


And 
1262 


- Exposure 


Character- 


Film Recorder, Ballistic 

Vilm-Data Projecter 1824 
Film Processor 227 

Films 432, 731, 930 
FILTER: analog 559; 

Filter Plant Control 642 


sterile 1206 


wT : “communications 3st ylin 
der-type 1370; line 1662; subminiature 
2090; telemetering 2090 
‘i nunetcators & Com- 


“Instrument Air 1662 


Filters for FM, Crystal 1197 


Financial News 1276 


2493; high- 


e 
vacuum 1649; ‘Volo; quick-con- 


nect SiG. self- Foie (62 
TTINGS: leak test 2492; nylon 
seit: ee ey 
e Photometer 548 


ar 

Flash Testers 1192 

Flat and Case, Toolmaker’s {54 

riche Control/Bomb System 1271 

Flight Instrument = Sones 107TH 

Flight Simulator 1190 

Vlight-Table Tnsteutentactan 1780 

Flip-Flop, Plug-In 564 

Float. Automatic Discharge 315 
oats, Unicellular Rubber 1608 

Flow Computer 1066 


Mlow- Control 2 Attachment 
Control 10 
Flow Control, Dynamics of saiauid. 
Flow Indic Armored 
Flow, Indicator Digital Bhi 6, 077 
Flow Indicator, Sight 316 
Flow Indicator & Switch 
“low ‘Proportion 
Flow-Rate Indicator 2455 
an 
Mlow-Rate Transmitter L166, 1576 
FPLOWMETER a. a gas 2264; 
pie Gael 205 2 $ comiensated 
integratin ane-type 1166 
Flowmeter Control, Magnetic 593 
Flow-Rate Meter Body, Magnetic 
Flow-Ratio Control ~ 0.1% 1076 
Piow Negulator 119! 
hw Ttestrictors, aed 
Flow Transmitter 2109 
Flow eee 2264 
- ae Drive 13) 
inesimeter Not 
Flush- Feeder 1358 
WM Telemetry | eoerminals 522 
Force ae witch 2112 
Force Ga 
Force Gane 50, 100- LB 
Vorce Gages, Dynamic 
Force-Measuring System 
FORCE PICKUP: 
proving-ring 1583 
Force Pickups 2264 
Force Transmitters 1814 
Vractometer,Vapor 784 
Freeze Dryer 160, 743 
Freezing Point Apparatus 2272 
Frequency Changer 2284 
Frequency-Code Relay 346 
Frequency Converter 1844 
Frequency Counter 125, 1179, 
2056 
Frequency Counter. Timer 1590 
1154, 


349; 


Cylinder 
1525 


for 


1577 


2053 


1503 
2055 

2264 
20,000-Ib 


1588, 1819, 


Frequency Fork 
FREQUENCY METER: 
1620, 1838; X-band 2282 
Frequency Meters 1620 
Frequency Modulation 1492 
VWrequency-Period Counter 1179 
wroaaans. Period and Time 
Frequency Responss Recorder 1380 
Frequency Response Symposium 1492 
FREQUE NCY STANDARD: 977; atom- 
ichron 2302 
Frequency Supplies 2086 
Frequency Synthesizer 754, 1378 
Frequency and Time Instrumentation 1588 
Frequency-to-Voltage Converter 2462 
Friction-Torque Meter, Instrument- 
Bearing- 550 
Fuel Gages, Capacitor 
Fuel Level Switch 536 
Fume Hoods 948 
Function Generaior 1822, 2058 
Furnace, Silicon Draw 2472 
Furnace Reactors, Control System for 312 


400-CPS 


Counter 


Type 785 


G 


G-Accelerator Accessory 
GAGE:  bexring-ball 
1658; flush pin amplifier 1 
Gage Block Interferometer 134 
Gage-F' rotection Valves 2299 
Gallagher, Glen G._ 1287 
Galvanometer, Recording 2311 
Galvanometers, Recording 169 
Gamma-Ray Projectors 135 
Gamma-Ray Spectrometer 741 
Gamma Ray Spectrometry, Radiation 
alyzer for 538 
Galvanometers 2482 
Gas Analyzer, Industrial 
Gas Analyzer and Alarm 
Gas Analyzers 546, 15% 
Gas Chromatography 
Gas Chromatography Apparatus 1366, 1858 
Gas Dehydrators 1008 
Gas Meters Used to Cut 
Maintenance Costs 34 
Gas Pressure Regulator 2055 
Gas Regulator 1169 
Gas Sampler 1811 


2074 
750; 
37 


dual-purpose 
4 


An- 


2496 
1355 


Phone-Line 


Gas-System Protector 1665 

Gasket Thermocouples, Miniature 2260 
Gaussian-Noise Generator 

Sauemetees Nuclear Magnetic Resonance 


Gear B'anks & Hubs, Spur 1000 


50 
Geer, Motor Head 1390 
Gear Reduction, Variable 1000 
Automatic 1376 
AIN: 


Gear_ Tester, 
GEAR TR size 11 


servo 769; 

universal 770 

Gearmotor, Shaft-Mounted 2468 
RS: anti- Backlash 1647; 

spur 1393; miniey re : 


Pe li- 
ered 


+E. 2095; 
cal 
metal 1393; reducing 1202 
GE to Build ERMA’s 8 for Bank 1070) 
General- -Purpose, The 1509 

all-band 962; 

rator and sweep ‘ooa; hank 

; impulse 962; pulse 2477; signal 555 
Geostetee Controllers 582 

General- ay urpose Digital Computer, 


combined 


LGP- 

Goxkcaea) Resistivity System, Light- 
weight 1599 

Gland Sealant, Thermocouple 1399 

Gland, Teflon Lab. 

Glass Blowing on the Glass Lathe 2501 

Glass Gage, Sheet 1610 

Glass Pyrometer 1578 

Glass Scales Etching 1720 


1863 
tilassware items, "Lad 948 
Glossmeter, epeealar 1070 
“Go And No-Go’’ Control 
tronic 
Gaunt civenit-Eavout Tapes and 


Elee- 


Shapes 


System, 


( 
Graphic Circuit Production Unit 133 
Graphic- circuit Subassembltes 342 
Grass Automation 192) 
Gravimetric Feeders 1814 
Gravity Anomaly Simulator 2108 
Gravity-survey-data Analog Computer 1600 
Grease Tester 323 
Grid Dip Meter 333 
Grinder Controller 1372 
Grinder, ‘‘Visible’’ 950 a 


Groove Checking Gage 95 5 a 

Ground and Fault Locator 1834 

Guided Missile Range 840 

pes in-Fuels Tester bes 30 
nner’s **Brain’’ 17 


tie, Rate 1598 
G +YROSCOPE: 319; 
ra 


ee cone System, Vertical 319 
Gyro Servo Test Table 330 


rate, subminiature 


H 
Hagan Pneumatic Hydraulic Positioner 
1408 


Handbook of Scientific 
Apparatus, 1955 1492 
Handle, Instrument 999 : 
HANGERS: component 999, 1647; dial 
& Oe 2493 
HARDNESS TESTER: automatic 754; 
pein” 328; conveyor-line type 550; micro 

2072: pocket 2476; portable 2072 

Header Assembly, Relay 575 

Health Monitor eS 538, 2066 

Heat Exchanger 

Hleat-Flow Discs 51213 

Heat-Flow Monitor 958 

Heatproof Garment 1469 

Heater-Thermostat 1356 

Heating Unit, Cartridge 574 

Heatset, “Live-Effect’’ 943 

Heavy-Duty Supplies 981 

Heidelburg Conference 2354 

Height-of-Fill Monitor 1168 

High-Altitude Chamber 136 

High-Frequency Direction Finder 536 

High Pressure Regulators 2053 

High Pressure Standards 1916 

High-Speed Digital Conversion 1297 

High- Stability, Wide-Band Pneumatic 
Controller 181 

High-Vacuum Pump 1168 

High Voltage Insulation Testers 1617 


Instruments & 


‘High Voltage Power Supply 1382 


High-Voltage Test Set 1833 

High-Voltage rr G59 554, 1162 

Highway Signal 1 

Hilsch Vortex Tube * 43 3 

Hi-Temp Pressure Pickup 1358 

Holder, Small-Parts 542 

Home Repairs Tester 2478 

Homogenizer 547 

Honolulu Number Eight, 
Control 11 

Hook-on Volt-Ammeter 2481 

Hose, Transparent Reinforced Plastic 

Hose Fitting. Hydrault c 769 

House Bill HR 6381 683 

How to Make A thermocouple 1868 

HeS Detectors 1172 

Humidity Instruments 230: 

Hydrogen and Carbon Analyzer 1172 

Hygrometer, Electrolytic 140 
‘Hypodermic-Needle’’ Pressure Gage 524 

Hypsometer 1409 


Centralized 


2096 


Ignition Analyzer 2478 

Illumiator, Instrument 1374 

Impact of Automation 220 

Impact Register 938 

Impact Tester 752 

Impedance Comparator 2076 

Impedance Plotter, Automatic 
IMPULSE GENERATOR: 

1619 

“Inchworm” Motor, The 1674 

Inch Converter 1007 

Incubators 1192 
INDICATING 

and DC, 


139 
962 UHF 


INSTRUMENTS: AC 





2260 


Resonance 


47; heli- 
powered 
70 


ombined 
4; hand 
gnal 55) 


LGP- 


Light- 


Elec- 


Shapes 


pr 1600 


riature 


> dial 


T54; 
micro 


matic 


lized 


096, 


DC rectangular 1155; 


trical 1156 
sete DC amplifier 558; 
miniature 758; ania scale 1810 
Indicator~ Controller with Pneumatic Trans- 
mitter 521 
Indicator For Process Variables, Digital 
2 


eas Holder, peeeocue Base 1182 
Indicator Lamps for Printed Circuits, 
Miniature 1007 
LIGHTS: 774; seal for 
1007; 


Inductance Transducers, Mutual 220 
Inductance-type 2217 
Induction Generator 134 
Inductor, Decade 559 1160 
Industrial Retaining Ring Co. 2096 
Industrial TV Camera 1660 
Industrial Television 1205 

TV Transmits on 


rectangular 


Ordinary 
Satellite 


Information Theory 1519 
Infared Analyzer 129 
Inf a Analyzer for Complex Mixtures 


Infrared Analyzer Tests Heaters 1072 

Infrared Spectrophotometer, Tenmaite 740 

Input ie geupply 9 94 

———— 202, 397, 629, 823, 1059, 

248, 1417, “Yoda, slat) S376 

faside and Outside Diameter Gage 1608 

Inspector for Wire, Rod, Tube, Ete., 
Automatic 2474 

Instrument Attachments 24 

Instrument Console for Test Chambers 958 


Instrument Counter 2268 

Instrument Handle 999 

Instrument Motors 344 

Instrumental Methods of Chemical Analysis 


Instrumentation for Air Pollution 2432 

Instrumentation for a Continuous Strip 
Steel Annealing Line 

Instrumentation; Government-owned Ease en- 
ttons Avaflatle (ar License 1192 

Instrumentation in India 838 

Instrumentation of a New 

nerating cility 92 

Jnstruments Industry, 
Measuring 1101 

Intake-Duct Rakes 536 

Integral zeae on aie 

Intercom, 

{Intercom Kit. 2 2-Statlon 2494 r 
INTERFE =ROMETER: alignment 1374: 

gage block 134 

Interlocked ‘Process Scanning and Control 
Center 120 

Intervalometer 532 

IRE CasreRteLOnTe Radio Engineering Show 


Steam- 


Mechanical 


and 685 

Iron & Steel Conference 

(rrigating System, ‘Automatic 84 

ISA Show Highlights 1965 

168 a and Show ‘‘Firsts’’, Some 
ISOLATOR: ferrite 2288; rotation type 

246 

Isolators, Ferrite 2091 

ltalian Se Association for 
mation 


83 
ITV, Remote- Control 121, 1006 


Auto- 


J 


Jig Borer 13 
ee ‘ot athe SCMA 108, 294, 515, 716, 


Keyboard-Type Converter 744 
Keyboard Type Mag-Tape Recording Sys- 


Keyer Amplifier 145 
Key-Punch Error Seals 1364 
Kit, Contact Switch 988 
Knob, Collet Fitting 2093 
Klystron Power Supply 341 
Knobs, Mil Spec 1645 


L 


Laboratory Instruments 556 
Laboratory Stirrer 2061 
Laminate, Cold Fabricating 1188 
Laminations, Testing 362 
Lampholders and Indicating Lights, 2- 
Pin-Style 1661 
Lamp Indicator, Dual Lang 
lamp and Relay, Alarm 
for Printed Circuits, 
1007 
— Gear Control 1190 
lacee-t -Problem Solutions at Project Cy- 
clon 8 
lem Screen Scope Reduces Testing Time 


70 

Tathe Cabinet Stand 324 

Layout Grid Paper 1402 

Lead Checker 135 

Lead Comparator 1610 

Lead Cutter-Former 739 

Lead Screw Assembly ait 

Leak Detector 958, 1181, 2476 

Leak-Detector Tester 2476 

Leak Test Fittings —_ 

Leak Tester, TC-Tube 330 

Leakage Tester, High Voltage 1833 

Leather Testing 1072 

Lemon Sorting, Automatic 1075 
LENS: pressure-safe 1817; 

750; wide-angle 1660 = 

Letters to the Editor 4, 199, 393, 625, 
815, 1047 

Level and Angle Finder 1184 

Level Controller 2052 

Level Trols 2110 

Lifetime Test Set, 
tier 227 

Light, Around-Lens 350 
ht Modulators 1657 

Light Spot Wattmeter 2282 

Limit Stop Assembly 770 


Miniature 


telephoto 


Minority Charge Car- 


Limit peas rime 

Line Chek 7 

Line Heater *7300 

Linear-Feed-Rate Indicator uses Magnetic 


rum 7 
Liquid Fuel Handling, Safety System for 


734 
Liquid Level Controller 317, 753 
ee A Gage Glass Cleaning Rod 
Liquid-Level Gage, Electrically-Heated 
1166 


Liquid Meters 2456 

Liquid Spring 1646 

L & N Opens New Plant 1262 

Lead Cells, Miniature 936 

Load Switch, Multi-Point 736 
Lock, Rivet Cooler 582 . 
Locking Device, Connector {!5 
Logarithmic Converter 248: 
Longitude Counter, E- 

Low Frequency Noise Genesee 1176 
Lem. Brequency Vacuum Tube Voitmeter 


Low "Pressure Sa es eis 


w-Temperature 
UBRICANTS: insert: ‘pac ‘ka ge 1205; 
wild d film ‘2932 
LUBRICATOR: 
lator and 1169 


1188; air filter, regu- 


M 
Machine Drive, High-Precision Linear-Mo- 


Machine: Srool Controller 1604 
hine-Tool Sa 739 


Mag-Amp- Reg Dual Supply 762 

Mag-Amp-Reg Supply 1882 

eon eon System, 
BS 


Magnet oy ‘iD, 2070, 2271 


Magnetic Amplifier Regulated Power Sup- 


ply 561 
etic Amplifiers, CTR-244 1266 


Magnetic Base Indicator Holder 1182 
Magnetic Control of {Industrial Matars 1492 
Magnetic Cores, Ferramic 250. 

Maeaetts _prum; Linear-Feed-Rate Indi- 


Magnetie- “Field “Controller 74) 
Magnetic Field Control System 211 
Magnetic Flow-Rate Meter Body 15 
Magnetic Head 746 
Magnetic Modulator 977 
Magnetfe Recorders 1364 

ETIC TAPE HANDLERS: 1594; 


Keyboard 


Magnet F 

Magnetically -Coupied Differential Pressure 
or Liquid Level Gage 1582 

Magneto Timer 538 

Magnetism conference 1462 

Magnetronic Data Handling 1536 ow 

Magnetron{c Savings Account age 1202 
MAG: S: permanent 2473; plastic- 
bound oi 
aintenance 

Malfunction Detector, 
Mechanical 1402, 1661 

Mandrels, Expanding 1184 

Mann Comparator Data ETOCOSAAr 2060 

Manochromatic Source 11 

Manometer, Diaphragm 1580 

Manometers, Well Type 948 

Marking Machine 2068 

Mass Flowmeter 121 

Mass-Flow-Rate Meter, Momentum-Princi- 
ple 314 

ao Spectrometer for Low-VP Chemicals 


of Mercury-Type Meters 515 
Vibration Type 


Mass Spectrometer for Multi-Stream Anai- 
ysis 1576 

Mat, Bench or Desk 950 _ 

Max-Min Thermometer 13% 

Max and Min Pointers ne Dial Ther- 
mometers 2051 

Maximum Pressure Gage 527 

McIlroy Pipeline Network 928 

McLeod, Jr., John H. 301 

Measurement of 400,000° F 838 

Measurement of Bearing Lubricant Films 


Measurement of Short Time Intervals 1995 
Megpeniont Features of Control Valves 


Mechanica Measuring Instruments Indus- 


Mocheninus 1493, 
Megohmmeter 
ey. 500, 000, 000-Bit 


9 
Memory System 1362 
Mercoid Controls 789 
Mercury Sweeper 544 
Mercury-Type Meters, Maintenance of 515 
Metal Detector 1399 
Metal Detectro, Tramp 2300 
Metal Sorter 1602 
Metal Strip, Ultrathin 2471 
Metering-pump Drive 123 
Metallized Plastics 1188 
Mica End-Window Counter Tube 1181 
Microconverter Chopper 1012 
Micro Delta p Controller 360 
Micromanipulator 
MICROMETER: digital readout 
matic 1827; electronic 1375 
Micrometer-Collimator 2474 
Micrometers 95: 
Micro-Microammeter 2281 
Microphones, Condenser 1675 
MICROSCOPE: measuring 1608; 
scopic 326 
Microscope Stage 1184 
Microscope-Telescope 1662 
Microscopes, Industrial 3 
Microvolt-Ammeter 336, 2078 
Microvoltmeter 1215 = 
Microwave And UF Components 2287 
Microwave Spectrum Analyzer 2479 
Microwave Training Kit 584 
Military Tank Simulator 172 
Milliammeter, Rectilinear ieemen 934 
Milliammeters 335 


Random- Access 


auto- 


stero- 


anaes Square-Pulse Generator 


Million bits per square inch 1712 

Millivolt Recorder 335 

Mine Safety Appliance Co. 2048 

Miniature Controller 1352 

Miniature Protected Thermocouples 1815 

Minimal-Space Supplies 1382 

Minority Charge Carrier Lifetime Test Set 
997 


and Pras Instrument 5-VDC 
159. 
Missile Checkout System 2412 
Simulation 1922 
Wet Milling 1672 
Mobile Lab for Process Study 1460 
Modules and Breadboard Kit, Standard- 
Circuit 1850 
Moisture-Content Meters 162 
Moisture Vapor Transmission Testing Ac- 
cessories 2493 ’ 
Molecular Still 321, 2061 
Monitor, 24-Element 520 
Monochromatic Lamp 1610 
Monochromatic Lamps 1827 — 
Monochromator Accessory 948 
Monochromators, Mirror 741 
Motion-Picture Apparatus 2270 
Motion, Position, and Vibration Vickup 


316 

MOTOR: aircraft 344; brake 993; FHP 

993, 1200; miniature DC 1589; step 570 
Motor Control | Sy Sere 1402 


Motor r Load It Indicator 336 
Short-Stroke 2091 


Matar-Tachometer aC 1390 
MOTORS: miniature 1390; 
head 2091; rectangular 1200; 


Motors—Drive and 
1206 

Mount, Antivibration 1646 

Mount tor. ulican Power Rectifiers, Cer- 


Mountings, * shock and Vibration Protec- 


“Low- Frequency 999 

a Soil Forms 2471 

Moving Target Indicator, 

Multt-Cireulé Tester 1160 

Multicoders, Low-Level) 1174 

Multicoupler, atest ers 974 

Multi-Counte: nel 

Multielement Oselliograph 968 

Multiple-Outp ut Power Supply 2285 

Multiplexing 470 

Multiplier Phototube 540 

Multipoint Recorders, Steel Industry Has 
Plans for 290 3 

Multi-Pressure Calibrator 1356 

Multi-Stage Flowrator Meter 2108 

Multi-Tank Controller 520 

Mural, Instrumentation 640 


P-M_ gear- 
synchronous 


Control, Instrument 


Radar and 478 


N 


Nameplate. Material 1187 

Nameplat 350 

National pte of Standards 1070, 1072, 
1075, 1078, 1916 i 

National Science Foundation Colloquia 

National Simulation Conference 459 
NBS Preferred Circuit Program 220 

Needle Valve, Glass-System 1370 

Needle Valves 1001 

Negative-Sequence Pettit Relay 2464 

Networks, Long Delay 209) 

bso ‘Absorption y Bel 1004 

New Plants and Mergers 41, 235, 441, 662, 
855, 1087, 1279, 1481 

Nickel Strip, Tin Clad 

Noise Figure Indicator, oise Generators 
and Automatic 1618 

Noise in Simulation 2239 

Noise-Figure Meter 139 
NOISE GENERATOR: 555, 962; low 

frequency 1176 

Noise Generators and 
Figure Indicator 1618 

Non-Destructive Tester for Bonded Mate- 
rials 1181 

Nuclear-Energy Cell 774 

Nuclear magnetic resonance controller 741 

es Magnetic Resonance Gaussmeter 


Automatic Noise 


Nuclear Magnetic Resonance Spectroscopy 
1019 


Nuclear Research Reactors 356 
Null Indicator 1620 

Numberer, Photonegative 322 
Nylon Screws and Nuts 998 


° 


Odorant Measurer 1172 

Office Automation 2426 

Office Automation Conference 1262 

Office Automation: Integrated and Elec- 
tronics Data Processing 1482 

Ohmmeter, Digital 486, 1380, 2279 

Ohmmeters, Wide Range 1157 

Oil, Penetrating 1606 

Omnirange Indicator 1599 

On-The-Spot Automation Demonstration 
1714 

Open Hearths, Electric Control of 86 

Operations Recorder 1355 

Operations Research 1339 

Optical Generation Technique 1009 

Onsieey Shaft-angle Digitizing System 


Optical Tester = 

Optical Tooling 594 

Optical Wedge” Filters 640 

Optimal, Controller 2213 

Organic Chem Lab, ‘Small 946 

Orifice Meter Measurement, Developments 


in 108 
Orifice Metering, Principles and Practice 
of 7 


D 
Orifice, Segmental 577 
Oscillating Torque Motor 344 


OSCILLATOR: 1-cps to 100-ke 1832; 6- 
cps to 6-ke 960; backward wave 1847; 
versatile 754 

OSCILLOGRAPH: 2480; 22-channel 968; 
30- oa 557; multielement 968; recti- 
aa 1837 ; selsmac 1600; two-channel 
207 


Oscillograph and Automatic 
Combination 968 

Oscillograph Data Reduction System 746 

Oscillograph Explosion-Proofing & Flash 
Timing 24 

Oscillograph Power Supply 2082 

Oscillographic Recorder, 1000-cps Direct- 


PHS: direct-writing 140; 

rectilinear- ~recseding 1622 

OnctHography. ene, 2154 
CILLOSCOPE: 


we 758; cathode- BR, 2479; 10-) 
industrial 1838; infinite-persistence 16223 
laboratory 1653; low frequency 1622 
Oseilloscope Camera 974 
Oscilloscope Memory 144 
Oscilloscope Tube, Fiat- Face 2082 
Oscilloscopes, Multiple 1622 
Output Standardizer 758 
IN: dielectric 742; portable 956 
FENG Ce air 1181; controlled 
aoe. electri 
Overload- Proof Tester 962 
Oxygen Analyzer, Portable 2300 
Oxygen-Electrode Apparatus 548 
Oxygen Meter, Magnetic 1212 


Processor, 


P 


Packaged Assembly Cireult 586 
Packaging, A)l-Meta) 
eer camnatners ae 
a 
Packing. ‘Glands 2292 
Panel Handles 999 
Panel Indicator 1838 
Panel anes ais at 7 08, 2480 
Panhandle 
1060, 1251, “1095, ‘Wil Ws, 2346 
Panoramic Receiver 754 
Paper Expansimeter 958 
PAPER: ‘‘Fade-out-Grid’’ drawing and 
tracing 355; layout grid 1402 
Paper Mackiine Draw-Speed Kecorder 1574 
aper Samp 
Paraticliem: | y ema Abrasive-G rinding- 
Particle Accelerator 740 
Pen, Electric 207 
Colored  Beeteing 1008 
487, 1737," 
pH and Cartduetivity 1416 
Periscope, Inspection 2275 
beh hae Magnet. Tachometer 


to 
PHASE * INDICATOR: automatic 970; 

precision 1622 

Phase Meter 971 

Phase Sequence Indicators 1619 

Phase Shifter 976 

Photo Panels and Xerography 2307 
PHOTOCELLS: 1664; crystal 986; sili- 

con 1204 

Photocopy Uni 

Photoelectric Control 588, 936, 1664 

Photoelectric Control System 2048 

oe a Control Systems, Miniature 
Photogrammetric Plotter 159, 323 

Photometer 748 

Photometer, Flame 548 

Photomultiplier Sa Rape 

Photonegative Number 

Photorecording ‘Papers “F005 1203 

Phototransistor 2090 
PHOTOTUBE: 

1664 

Physical Mathematics 1492 

Pickups, Acceleration 1171 

Piezoelectric Ceramic Transducers 778 

Pigtail ae Machine 2068 

Pilot Light 249 

Pilot Lights, Quick-Connect 774 

Pinhole Detector 135 

Pinion Shafts, Precision 156 

Pipeline Network, Mcllroy 928 

Pipette Rinser, Automatic 1656 

Piping to Instrumentation, The Importance 
of 9295 

Piping ‘Racks 1017 

Piston Seal 164 

Pitot Equipment 1016 

Pitot Tube 2456 

Pittsburgh Conference on Analytical Chem- 
istry and Applied Spectroscopy 222 

Planchet, Resistant-Glass 540 

Plant Waste Effluents, Checking 1466 

Plastic, Ferromagnetic 775 

Plastic Hose, Transparent Reinforced 2096 

Plastics Springs 1712 

EES Tubular Gurad For Tubular Gage 

5 


Metaltiaed 1188 
Ce 124 


Genera- 


1865; multiplier 546, 


Plastics, 


Pneumatic Actuators 1124 

Pneumatic Disconnect 770 

Pneumatic-Electric-Pneumatic 
sion 2106 

Pneumatic-Hydraulic Pilot Positioner 1408 
PNEUMATIC TRANSMITTER: 1415; 

indicator-controller with 521 

Pointer-Deflection Coder 2048 

Polariscope, Portable 752 

Polishers, a 548 

Porosimeter 

Portable Standard And Test Grade In- 
struments 

Position Control, Electrohydraulic 1540 

Position-Servo Valve 2067 

os POSITIONER: ‘automatic 1602; 

2468 

Positioners, Power 2468 

Positioners for Diaphragm Actuators 1782 

Positioners for Cylinder Actuators 1987 

Post Amplifier ra 

Potentiometer 1154, 2078 
POTENTIOMETER: 1154, 2078; mini- 

ature 2258; portable 2049; recording 2452; 

rectilinear recording 934 


Transmis- 


pilot 
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Potentiometer or Bridge Recorder-Con- 
troller 732, 1575 
Potentiometer Design 1462 
POTENTIOME TERS: digital-dial 1154; 
industrial 1406; transmitting 314, 778 
Potting Compound 349 
Potting Ground 1826 
Power Analyzer, A-C 966 
Power Generation Instruments 1406 
Power Pad, Coaxial 163 
POWER SUPPLIES: AC 1155; DC 
561; DC-to-DC 980; 2-lb 50-watt 2298; 
electronic on: HF RF 2086; heavy-duty 
ll D-C 980; instruments 1843; 
regulated $81, 2084; 
4; V-R 56% 


Power Supplies for Automation 1843 
Power Supplies for Electro-Dynamic 
shakers 6 
POWER SUPPLY: 
close-regulation 146; 
KV 2283; 20-KV 3 : 
30-KW 1630; 80 KW 1628; fast-response 
DC 2082; I , 761; instrument 980; 
Knee amplifier reg- 
563 portable 
f Seer tre 


calibration 2284; 


2084 
transistor 


three-channel 147; 2 
tubeless “D-C 


transistor-radio test 1628; 
341, 2082 
Power Supply Converter 760 
Power Supply and Demoldulator Unit 2084 
Power Supply Tester 18:2 
Power Transformer, DC-to-DC 
ductor 1628 
POWER UNIT: 160; linear 344 
Practical Analog-Digital Converters 1109 
PREAMPLIFIER: 1626; Hi-Fi 1843; 
miniature 979; RF 980 
Press Control, Hydraulic 1372 
Press Power Controller 13 
Sage Automatic et for Stamp- 
ing 73% 
Pressure And 
tion 2046 


Semicon- 


Temperature Instrumenta- 


Pressure Calibrator, Multi 
Pressure Controllers, Air 7 ’ 
Pressure Electrical Transmitter, Differ- 
AGE: “‘Hypodermic- 
524; shock-resistant 524; water 
Pressure-Gage Calibrator, Self-Balancing 
526 
Pressure Gages 2257 
Pressure Indicating System, 
gine 1597 
Pressure instrument tables H 
Pressure Instrumentaiion 1580 
Pressure measurement tables | H 
PRESSURE PICKUP: 526, 
namic 2257 
PRESSU RE 
miniature ‘ : 
Pressure Pneumatic Transmitter, 
934 
Pressure Regulating Valve 1394 
Pressure Regulator and Shut-off 
2471 . 
Pressure Regulators 355 
Pressure- pete Lens 1817 
Pressure Scanner 2258 
PRESSURE SWITCH: 526; dual 936; 
high-low 2 e 
Pressure-Tank Gage 315 
Pressure Transducer 2304, 2500 
Pressure Transducers 588 
Pressure and Vacuum ump, 
355 


Aircraft En- 


292 


PICKUPS: 2258 


Absolute 


Valve 


Combination 


Pressure Transmitter 1580 

Process Automation, Trends in 294 

Principles & Applications 28, 221, 414, 
638, 834, 1070, 1262 : 4 

Printedout System for Digital Indicators 
159 


Printed-Circuit Forom 2354 
Printed Circuit Kit 2070 
Printed Circuits 2273 
Printer, High-Speed 1364 e 
Printing Smoothness Tester 958 
Probe Tip, CRO 1162 
Process Applications of 
ments 
Process Contro! and the 
2001 
PROCESS CONTROL: Economic Aspects 
of 2006; System Transistorized Electronic 
1574 
Process Controller 120 
Controller Using 


Analytical Instru- 


Analog Computer 


Optimal Mode 
Controllers 2252 
Controllers and Recorder-Control- 
lers 2 
rsene Data Digital Or Graphic 1328 _ 
Process-data-handling system, Electronic 
313 


Process Data Logging Systems 890 

Process-Information System, Dual Func- 
tion 121 

Process—Instrumentation 1134, 2046 

Process Recorder and On-Off Controller 


rocess Scanning and Control Center, In- 
terlocked 12 

Process shutoff & alarm 2253 

— Counter, Multi-Channel-Input 
157 


Program Control 840 
Programming Analog Computers 2106 ' 
ee Cyclone, Large-Problem Solutions 


at 
PROTEC TOR: 
micro 776 
Projectors, 
Proportional Panel, 
2268 
Proportioning Pump 2455 
Prospecting Counter 540 
Prospecting Equipment 128 
Proving-Ring Force Pickup 1583 
Proximity Pickup 1819 
Proximity Pickup Systems 2101 
Proximity Relay 524 
Proximity Switch 1562 
Psychrometer, Aspiration 1813 
Pulley, Variable Speed 577 
Pulleys, Nylon 1201 


contour and surface 2474; 


“Kel-Ray’’ 363 
PunchCard Recording 


Pulse Circuits, Transistorized Plug-In 
Pulse ae Generator 968 
PUI GENERATOR: — 1618 ; 
Corn 783; quadruple 1378; random 
ae Generator for Magnetic Cores Sys- 
tems 161% 
Pulse Generators 1162, 2060 
Pulse Height Vacuum-tube Voltmeter 334 
Pulse Oscillator 2477 
Pulse Ratemeters 2460 
Pulse Test Verromagnetic Cores 2306 
Pulse Transformer 1386 
Pulse Transformer Kit 1635 
Pulse Transformer, Miniature 342 
Pulse Transformers 1635 
Pulse Transmission Equipment, Fast 974 
PULSER: 14-KV 1164; mercury switch 
1656, 2494 
Pump and Port, High Vacuum 2103 
PUMP: centrifugal: 121; chemical 
combination pressure and vacuum § 
electromagnetic 585; portable air- antan 
oo 
Pumps, High-Vacuum 354 
ee Card Recording Proportional Panel 


Punched Tape Converter 2060 
Punched-Tape-Type Machine or 
Controller 132 
Push-Button Actuators for Switches 572 
Pyrogen Testing 1925 
PYROMETER: aspiration 1578; 
1578; hand 935; portable 2049 
Radiation 778 


Process 


glass 


Pyrometry, 


9 


Q Meter, Radiofrequency 1: 
Quadruple Pulse Generator 1378 
Quality-Factor Tester 334 

pa Analysis of Cascade Control 
Quasi-Random-Access Memory, Data Proc- 
essing with a 690 


R-Theta by Bits 1920 

Rack-Mounted Digital Vacuum-tube Volt- 
meter 1154 

Racks, Fine Pitch 1647 

Radar, Audio-Circuit 


Radar Data Processore 2057 

Radar and Moving Target Indicator 478 

Radar Test Set 207 

Radiation Analyzer for Gamma Ray Spec- 
trometry 538 

aaa Standard, Adjustable Blackbody 


316 

Radiation Survey Meter 1366 

Radiation Unit Standardization 1460 

Radio & ’ Tester 1617 

Radio Frequency Gas Analyzer 523 

Radio Frequency Voltmeter 1380 

Radio Interference and Field 
Measuring Equipment 1164 

Radio Interference and Field 
Meter 1875 

Railway Signal Circuit 1402 

Rainfall Indicator 1864 

Raman Spectrophotometer 129 

Random Noise Sources 339 

Random Pulse Generator 1376, 962 

Rate Gyro 1598 

Rate Gyroscopes 
RATEMETER: 

1003 

Rate-Of-Turn Table 1376 

Ratio Recorder 732 

Ratiometer, Digital AC 

Ratiometer, Digital DC 

Ratio Relay, Pneumatic oO 

Reactor, ‘‘Mass-Produced’’ 

Reactors, Mass-Produced 1922 

Readout Unit, Digital 1595 

Read-out for Ten-turn Components, 
ital 2293 

a er erten- kage 


Intensity 


Intensity 


319 
amplifier 127; counting 


Dig- 
Indicator 


Receiver, Special-purpose 158 

Receivers, FM/AM 334 

Recent Developments in Solenoid Valves 
1800 

Receptacle, Graphic Circuit ty 

Reconnaissance Camera, Aerial 2462 
RECORDER: 200-channel i462: ‘digital 

03 

Recorder for Missiles 2066 

— and On-Off Controller, 


Recorders, X-Y 2281 
Recording Camera 2064 
Rectangular Electrical 
ments 1156 
Rectangular Indicating 
and DC 1155 
Recticle Process 2495 
RECTIFIER: heavy duty 982; high cur- 
33; improved 342; liquid-cooled 
r 344;  printed-circuit 981; 
5; 600-V 2485; twin-diode 1383 
Rectifier Cells, Selenium 1630 
RECTIFIERS: Hi-temp_ silicon 2088; 
2; silicon 1630, 2485; silicon 
383; 1500-V single junction 


Process 


Indicating Instru- 


Instruments, AC 


Rectilinear Recording Milliammeter 934 
Rectilinear-Recording Oscillographs 1622 
Rectilinear Recording Potentiometer 934 
Reduction, Variable-Gear 00 
Reels, Portable 353 
Reference Junction, TC 1356 
Reflectance Meter 1192 
Reflections, Standard 1162 
REFRACTOMETER: 1366; 
130; process 1355, 2452 
Refrigerator-car Control 162 
Regulated HV Supply 1382 
Regulated Supplies, Twin 761 
REGULATOR: A-C_ line 
output 341; high-pressure ut 
Regulators, Balanced Valve 367 
RELAY: all-purpose 768; oo AMP 570; 
3P-DT 2298; close-differential 15 51; cool- 
running AC 152; heavy-duty 152; high- 
speed 1642; high-speed stepping 2094; 


differential 
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key-type 151; laboratory 1860; machine 
tool 2290; mag-amp 1642; mercury-plunger 
571; midget power 151; miniature DC 
2093; miniature phone- type 768; miniature 
sealed 2289; negative-sequency sensing 
2464; plate’ circuit 1642; power 1851; 
sensitive 571; subminiature 1388, 1640; 
subminiature 1851; supersensitive 2289; 
telephone-type 990; time delay 1851; wip- 
ing action 1642 
RELAYS: all-purpose 344, 
bined timing and photoelectric 
cury-type 1198; multi-function 
tective 121% 
Remote-Control ITV 121 
Remote Measuring System, 
for 520 
Remote Mechanical Controls 1464 
Remote Tank Gages, Selection and In- 
Stallation of 1344 
Research Industrial 1905 
Resistance Bridge 2074 
stance Decade 143 
sistance Tester, Low 332 
Thermometer 
t-Glass Planchet 
Resister- gine Re Chart 
RESISTOR: carbon-film control 
2488; helical variable 984; miniature pow- 
er 1630, 3; precision ; snap-in 
variable 1195; subminiature 
Resistor Network, Plug-In 95 
RESISTORS: axial load 1195; deposited- 
; encapsulated ilm-on- 
fine-toleranc e medium- 
3; miniature power 149, 
24 b-wound 342; viieaiaittans 567; 
3- watt "1632: wire- wound 568 
Resonance Recorder 2498 
Rotary Table 2472 
RE’ Staff Committee on 


Control Unit 


Automation 


rser for Plating 936 

* Power Standards 1712 

Rheostat, Ring 568 

Rhodium-Plating Solution 952 

Rimbach Addresses ASME and IRE Meet- 
ing 1920 

Rivet Cooler Lock 5 

fll _Speed 4. A and Ratio Recorder 

Rolling Mill Schedule, Computer Control 
of 1303 

Rotaineter Kit 948 

Rotary Actuators 1599 

Rotary segmented Switches and 
5g - 

Roundness Recorder 750 

Rubber Sealing Tester 956 

Rubberized Hair 1211 

Running-Torque Meter 550 

Rupture Dises 2496 

Russia, Automation in 679 


Drums 


Ss 


Safety-Case Gage 736 

Safety Control for Dielectric Heaters 735 
Safety Remote Control, Oil Burner 734 
Safety System for Controllers, Alarms, ete. 


73 
Safety Valve Test Stand 2476 
SAMA’s Role in Industry 164 
Sampler for Compressed Gases, 
Cylinder 1172 
Sampler Changer 1366, 1858 
Sampler, Air 1404 
Sampling Commutator 2490 
SAMPLING SWITCH: 1596; 
346; .miniature 1597 
Sampling System for Continuous Measure- 
ment of a2 
Sand-Blast Gun 544 
Sawtooth Gene Jl 
Scale Batching 136¢ 
SCALE: conveyor O54: trailer 1400 
Sc aler & Discriminator 1602 
Scaler, Portable 2273 
SCAL oes high-speed 128; 
ized 18 
SC. ALES: industrial 936; 
chine-tool 739 
Science of Measurement 2424 
Scientific Apparatus ~Makers 
638, 834 
Scientific Discoveries, Accidental 1012 
Scientific Instruments Industry 875 
ntillation Counter 1601 
ntillation Counting, Liquid 173 
Scintillation Detector 1005, 1601, 1987 
Scintillation Probe, 3-D 321 
SCMA Instrument Short Course 30 
Screen Process Kits, Wire 1374 
Screens, Printed Circuits 950 
Screwlocks for Connectors, Polarizing 
Screws, Miniature 324 
Screw-Holding Driver 2070 
Screws and Nuts, Nylon 998 
Sealers, Hermetic Head 767 
Sealing Products 22 
Seals, Metal-to-Ceramic 348 
Sequence Controller 2458 
Seismic Time Domain Filter System 1820 
SEISMOGRAPH: multi-use 582; 583; 
portable 590 
Selection and Installation of Remote Tank 
Jages 1345 
Self-Ignition Apparatus 2062 
Selenium Contact Protectors 1873 
Selenium Rectifiers 341, 982 
Selenium Relay Rectifier 983 
Self-Sticking Diagrams 2471 
Semi-Conductor Doping Elements & Alloys 
Prefo:med 2473 
Semiccnductor Products 765 
Semicor ductor Tester ay , 960 
Sensitiv.‘y Criteria 19 
SERVO AMPLIFIER: 
339 


Automatic 


low-level 


Automatic 333 


transistor- 


1358; ma- 


Association 


1845; industrial 


Servo Amp.'fiers .340 

Servo, Balanzer, Dual 1402 

Servo Units, “‘Dime Size’’ 1644 

Servomechanisni 1644 
SERVOMOTOR: 60-CPS 992; 

544; short 1644 

Servomotor & Amplifier 2102 

Servomotor-Generator 1599 
SERVOMOTORS: geared 1199; 

tion 992 


400-CPS 


indica- 


Servovalve, Hydraulic ues 

Servo Multiplier, Dual 1 

Seven Day Time Switch 1360 
Shaft-angle Digitizing System, Optical 319 
Shaft-angle Encoders 311 
Shaft-Position-to-Digital Converters 164 
Shaft-Position Encoders 361, 1593 
sate Vibration — 2277 


Sieane Containers, Re-Usable 2104 
Shock Recorder 1584 
Shock-Resistant Pressure Gage 
Shock Tester, Dynamic 2276 
Sidereal Test Table 752 
Signal Converter 1160 
SIGNAL GENERATOR: 55; 966; 
2076; FM 1162 
Signal Simulator 964 
nal Source, 1-Mc 2076 
icon Bonded Diodes, HF 767 
con Power Diodes 1386 
ILICON POWER RECTIFIERS: 
ceramic mount for 1636 
m Triode, Power 765 
Silicone Compound 2070 
Simulation Council Newsletter 101, 301, 
507, 723, 921, 1147, 1337, 2015, 2443 
Simulation Table 137 
Sine-Cosine ‘‘Potentiometers’’ 2114 
Sinter Plant Control 2419 
Sky Brightness 1076 
Slab Furnaces, Combustion Control of 1546 
Slideback Electrometer 11: 
Slide Projector, Micro 1011 
Slide Rules, Eye-Saver 773 
Slip-Ring Assembly 2491 
Slip Ring Assemblies 988 
Slip-Ring Brush _ 1636 
Slotted Line, L-Band 1848 
Smoke Alarm 1813 
Smoothness Tester, Printing 958 
Soaking Pit Cover Control 1353 
The Social Reactor 1293 
Socket, 
Socket Set Screw Feeder 247 
SOCKETS: right-angle take” 997; spring 
156 


Solar Battery 1011 
Solder Gun, Small- Tip 324 
Soldering Iron, ‘‘Pencil’’ 1604 
Soldering Iron Tips 2473 
Soldering Tool, Resistance 952 
Solders, Aluminum 544 
Solenoid and Motor Actuators 1307 
Solenoid, Rotary 2091, 2288 
SOLENOID VALVE: 1001; 3-way 
recent development in 1800; AC 
993; torque 1391 
Solid Film Lubricants 

“Solid State’ Batte 
Solution Control, 


rotary 


Conductivity- principle 


Song. of Instruments 1779 
Sound Level Meter and Analyzer 938 
**Soundscope’’ 1206 
Source Excitation Unit 128 
Spark Protractor and Tachometer 2102 
Sparks-Withington Co., The 2046 
Sparton Control Systems Div. 2046 
Specific Gravity Tester 2062 
Spectrograph, Ultraviolet 740 
Spectrographic Analysis 1214 
SPECTROMETER: chemical 1369; di- 
rect-reading 1369; recording 950; scan- 
ning 2061 
Spectrophotofluorometer 1370 
SPEC MROPHOTOMETER absorbance 
accessory for 1172; accessories 1372; auto- 
matic infrared 740; recording 1876 
Spectroscopic Analyzer 523 
Speed-Change Indicator "320 
Speed Changer, eotes GL Ratio 2095 
Speed Control Systems 320 
Speed Controller, Motor bat 58 
Speed-Drive Variable 2265 
Speed Drives, Adjustable 1360 
Speed Indicator 530, 945, 1179 
Speed Reducer 1360, 32 
Speed Reduction Unit 1202 
Spherical Union Connection for Valves 580 
Splice-cap Insulator 153 
Spring, Liquid 1646 
Spring Tension Wire 1830 
Spur Gears, Iron Powder 1201 
Square-Pulse Generator, Millimicrosecond 
39 


Stability of Digital Solutions 2241 

Standard And Test Grade Instruments, 
Portable 1836 

Standard Capacitors 2080 

Standard Classification and Terminology 
for Power-Actuated Valves 898 

Blan are Time and Frequency Broadcasts 

Static Eliminator 776 

Static Switching Control System 2255 

Steam-Generating Facility, Instrumenta- 
tion of a New 92 

Steam RKeceiver-Purifier 1203 

Steel Industry Has Plans for Multipoint 
Recorders 290 

Steel Industry, Sixth Conference on In- 
strumentation in the Iron and 689 

STERILIZER: 1654; automatic 352 

“STETHOSCOPE”: industrial 943; 1831; 

machine 752 

Stirrer, Low-Speed 1370 

Stirring-Bar Retriever 131 

Stochastic Generatore 205 

Stock Report 38, 230, 429, 654, 

1276, 1478, 1726, 1930, 2166 

Stop Clocks 1360 

Storage Drum 744 

Storage Drums, Magnetic 597 

Strain Cycle Counter 1614 

Strain Gage Amplifier 340 

Strain-Gage Indicator 750 

Strain-gage Power Supply 138 

Strain Gage, Weldable 2055 

Strain-Gage Recorders 2475 

Strain Gages, Foil-Type 750 

Stratospheric TV 1271 

Stream Analyzer, Coating-Thickness Gage 
And 2048 

Strip Steel Annealing Line, 
tion for a Continuous 285 

Strip-Steel Thickness Control 91 

Strobe Unit Accessory For Rate-Of-Turn 
Table 1362 


850, 1082, 


Instrumenta- 





Strobosco 
Testing 


System 


Tabulat 
G 


ptical 319 
ers 164 
3 


. spring 


'y 328; 
rotary 


‘inciple 


yance 
auto- 


’s 580 


second 
nents, 


ology 


Icasts 


enta- 


point 
In- 


1831; 


8 for Vibration 





ing 330 
wes, 3 and Test Instruments 2278 
Subminiature AM FM Receivers ilv4 
Suction Pyrometry 1314 
sun Battery 2101 
Sun Battery Cells 355 : 
Supervisory and Remote Positioning Con- 

trol System 2046 
Supervisory Control 1574 ’ 
STILL: agitated pot 2271; centrifugal 
molecular, laboratory 1860; high vacuum 
997 

MUUPPLIES: transistorized 1844; twin 

lated 76 
Supply for cake Use 2068 “ 
Supply for Bridges, Ete., Dry-Cell Re- 

placement 760 
SUPPLY: 300 Viet 1382; 
roughness tester_75( 
ot Bow gf er ane a Indicator 1813 
rvey Equipmen 
ind Meter 128, 1366, 16( 
Sweep-Frequency ‘VSWR a Sys- 
tom Grmnerator, Scope 1618 
eep Generator, 
sweeping Oscillator 960, 964, 1164, 1618 
Switch and Rheostat Combinations 153 
Switch Assemblies 229 
SWITCH: air F ny 2455; centrifugal 
1176; crossbar 2290; drift compensation 
1362; drum reversing 992 explosion- -proof 
9502; extra-heavy duty rotary 992; foot 
573; 4-T M-C toggle 573; 40- Amp 571; 
lever 2093; limit 1639; limit or starting 
& stopping 1640; limit- type 1388; mini- 
ature low-torque selector 152; minia- 
ture wafer 1388; momentary contact 1640; 
1852; panel mount snap 572; proximity 
2094; rotary limit 153; rotary multipole 
1640; sampling 2092; six-circuit 572; 
small 20-Amp 990; snap 1388; snap-action 
991; split-contact "2290; ‘‘step-base’’ snap 
572; toggle 991 
SWITCHES: automatic transfer 1206; 
differential-pressure 123; high-speed 346; 
industrial 1850; push button 991; rotary 
selector 573; sampling 1851; subminiature 
991; 1640; water-tight limit 988 
Switching and Balancing Units for Pick- 
ups 337 
Symposium on Fluorescent X-Ray Spectro- 
graphic Analysis 1492 
Symposium on Printed Circuits, Spon- 
sored by the Engineering Department of 
the Radio-Electronics-Television Manu- 
facturers Assoc, 1492 
Synchro, Size 23 767 
Synchro Transmitter 987 
Synchronous Drives 586 
Synchros, Size 344 
Syncopation by ‘Automation 1460 
System Tester 2074 


mag-amp-reg 


T 


Tabulating Typewriter, AEE 2464 
TAC Generator Machinery 18 
TACHOMETER: contacting 730; 

1360; electronic 1588 

pee Generator 1199 

ACHOMETER GENERATORS: perma- 
me magnet 1598; small-diameter AC & 

DC 2265; temperature compensated 2266 

Tachometric Pickups 2458 

Tandem Transistors 1209 

Tank oer Multi 520 

NK GAGE: magnalux 595; 

2457 


Tank-Gaging Sysher 1582 
Tank Unit Tester 5: 

Tap Switch, Ten- Position 2491 
Tape Felder 1364 


electric 


remote 


Tape Punch 124 

Tape Recorded TV 834 

Tape Recorder 1863 

Tape Translator 1825 

Tape Transport 1364 

Tape Winder 1176 

Tapes And Shapes, 
out 1400 

Teflon Lab Gland 1370 »¢ 

Telemetering Receiver 1598 

Telemetering System, Compensated-Total- 
izing 2046 

Telemetering Transmitter 532 

Telemetry Terminals, FM 532 

Telephoto Lens 750 

Teleprinter Terminal 1863 

Television, Industrial 1205 
TEMPERATURE CONTROLLER: 1356; 

2262; automatic 520; plug-in unit thermis- 

tor 1578 

see Controllere 1813, 2049, 2262, 
245 


Graphic-Circuit Lay- 


Temperature Conversion H291 

Temperature Indicator 1356 

Temperature instrument tables H 290, 294 

Temperature and Pressure Instrumentation 
2046 


Temperature measurement tables H 290 

Temperature Probe, Air 2462 

Temperature Test Cabinet 552 

Temperature Test Chamber 1181 

Temperature Transmitter 120 
TEMPLATE: hydraulic symbols 351; 

panel 582; lettering 1665 

Tensile Strength Testers 1831 

Terminal Lug and Rivets, Microminiature 
1853 


Terminal Strips 574 

Terminals, Teflon Insulated 998 

Termination Machine and Quick-Discon- 
nect Terminal 2068 

Test Instruments, Hlectronic 1668 

Test-Stand Test Stand 2152 

Testing Machine and Data Printer, Auto- 
matized 330 

Terminology of Control Valves 901 

Test Instruments, Subassemblies and 2278 

Test Jack, Etched-Circuit 768 

Test Leads 552 


Test Plug Kit 1102 
Test Stand, Safety Valve 2476 
Test Table, Gyro Servo 330 
Tester, High-Voltage 1162 
Thermal Barrier, Penetrating The 2152 
Thermal Conductivity Gage 2047 
Thermal Conductivity-Type Selective Ana- 
lyzer 2047 
Thermal Switch 735 
Thermistor Bridge 117i 
Thermistor Kit 1171 
Thermistor Manual 2305 
Thermistor eenrmcracone Controller, Plug- 
In Unit 1578 
Thermistor Test Kits 137 
Thermistor, Tcueke. 
Multi-Range 2258 
Thermistors 1813 
Thermocouple Assembly 528 
Thermocouple Connector, Miniature 527 
Thermocouple Connector System 317 
Thermocouple Glands, Multiple-Wire 
Gland 1578 
THERMOCOUPLE: high-temperature 
123; how to make a 1868; surface-tem- 
perature 315 
Thermocouple Reference Junction 1356 
Thermocouple Tester 2217 
Sen Die Wire Insulation 1813 
HERMOCOUPLES: head miniature 
1578: miniature bayonet 2051; miniature 
protected 1813; miniature shielded 2453 
THERMOMETER: dial 315; portable 
recording 1578; surface 735; tank 946 
THERMOMETERS: industrial 735; sin- 
gle-point 2454 
Thermoregulators 527 
Thermoscopic Pellets 936 
THERMOSTAT: appliance 1171; equip- 
ment 1356; heater 1356; rod 1171; snap- 
action 3! 1356; two-switch 2260; 2454 
Thermostatic Water Mixer 1 
Thickness Control, Strip- Steel 91 
THICKNESS GAGE: coating 548; ul- 
trasonic 2072 
Thickn Gages 954, 1182 
Thickness Recorder 2474 
Thread-Change Adapter 2097 
Thread Protector Caps 771 
Thrust Measurement 220 
THYRATRONS: control 1197; neon 764 
Time set 2068 
Time Counter, 
588 


Multi- Point 


Frequency, Period And 
15§ 

Time Counter 1586 

Time Delay Relay 2056 

Time Delay Relay, Hi-Temp 530 

Time Delay Relay, Thermal 945 

Time Switch 2458 

Time Switch, 7-Day 1360 

Timer, Automatic 1586 

Timer, Repeat-Cycle 945, 1588 

Timer, Recycling 1586 

Timer, Reset 1586 

Timer, Two-Drive 2056 

Time Delay Relays 1199, 2266 

Time Delay, Rapid Reset 230 

Time Domain Filter System, Seismic 1822 

Time and Frequency Broadcasts, Standard 


Elapsed 160 
of Short 


365 
Time Indicator for Aircraft, 
Time Intervals, Measurements 
1995 
Time Meters 1586 
Time Scale Check, Computer 534 
Time and Speed Counter 1019 
Time Switches and Timers 2457 
Timer and Counter 125 
Timer, Electronic 318 
Timer-Multi Circuit 1819 
Timer-Ratemeter 532 
‘Timer-Recorder, Sequence 2267 
Timers, Automatic-Reset 1819 
Timers, Electroplating 126 
Timers, Multi-Circuit 1586 
Timers, Multi-Range 1176 
Timing Motor, Hysteresis 1852 
Timing Marker Generator 1329 
Timing Motors, Chronometrically Governed 
D-C 530, 7§ 
Timing and 
bined t 
Tin Clad Nickel Strip 2472 
rator, Automatic 547 
Titrimeter, Trademark 2140 
Tool Automation Hel 
Tools, Serviceman’s 1205 
Toroid Coil Winder 1606 
Toroids 1868 
Torque Gage, Bidirectional 1826 
Torque Wrench Tester 2476 : 
TORQUEMETER: 1404; 2055; instru- 
ment-bearing-friction 550; running £ 0 
Torquemeter for Power Screwdrivers 324 
Torque Screw Driver for Gage-Block wre 
semblies 95 
Torque Solenoids 1391 
Torque Testers, Running 
Torque Tool, Midget 542 
Torque Wrench Tester ; 
Torsional Calibrator 956 
Totalizer, Remote 946 
Trace Generator, Dual 1376 
Trace-Retaining Cathode-Ray Tube 1379 
Tracer Control of Spar Milling 2356 
Training Kit, Microwave 584 
Transconductance Analyzer and Circuit De- 


signer 964 
Tne, DC-to-DC 
0 


r 1628 
TRANSFORMER: instrument 1158; var- 


t 56: 
* TRANSFORMERS: customized 2080; 


encapsulated 150; outdoor 2483; transistor 


1847; 2090 
TRANSISTOR: ctr-310 1266; junction 
2489; military type 1747; miniature p-n-p 
148; p-n-p 342; power 565; 1386; sub- 
miniature 1381; tester power 1833 
Transient Instrumentation 224 
Transistorized Electronic Process Control 
System 15 
Transistor Alpha Tester 552 
Transistor Housing Bases 155 
Transistor Package, Signal 766 
Transistor Oscillator 2074 
Transistor Supply 341 
Transistor Test Set 552 
Transistor Tester 754, 964, 
2074 


Photoelectric Relays, Com- 


75% 


Semiconductor 


1614, 1832, 


Transistor Thermometer 1617 

Transistor Transformers 1847 

Transistor and Vacuum-Tube DC Volt- 
meter, Combination 1158 

Transistor for VHF 1266 

Transistor Volt-Ohmmeter 1154 
TRANSISTORS: 500-MC 765; H-F 148; 

medium-power 148; PNP silicon 565; tan- 

= pe 38; 1209 

Tra ssion Equipment, Fast Pulse 733 
TRANSMITTER pneumatic 521; po- 

tentiometer or bridge pneumatic 1575; 

pressure 1500 

Transometer 1666 

“Trans-Sean-Log System’’ 120 

Traveling Wave Cathode-Ray Tube 974 

Traveling Wave Tube Amplifiers 778, 979 

Trave’ ng Wave 5 ag Metal 764 

Trenas 17, 211, 633, 827, 1057, 1253, 
1453, 1707, i905. "2145, 2343 

Trends in Process Automation 294 

uae IDE: medium-mu 1636; twin power 
9 


Tube & Len nonger A Material 2068 
134 


8: 
Tube Cutter and Constrictor, Combination 


1184 
Fe ster Anchor 2097 
Tube Fitting, Flareless 2493 
Tube Fittings, ‘‘Intru-Lok’’ 2308 
Tube Race 1202 
Tube Sockets, Right-Angle 997 
Tube Tester 756 
Tube Testing, Automatic 1922 
Tube & Transistor Tester 1617 
Tube Troughs, Coupler for 1648 
Tubeless D-C Power Supply 341 
Tubes, Metal-Ceramic 1410 
er Assemblies 575 
UBING: ceramic 349; 
; spaghetti 1639 
ah on Terminal 
Ba 845 
Tubing Through Support 2097 
Turbidity Recorder 2048 
TV CAMERA: 2103; airborne 1190; 
closed-circuit 2103; ruggedized 1660 
TV Educational Network, First Closed- 
Circuit 638 
TV Tester 2477 
Twin Triode 985 
Two-Hand Clutch Control 542 


high-temp teflon 


Connections, Bulkhead 


U 


Ultrasonic Cleaner 952, 2274 

Ultrasonic Transducer 542, 1829 
Ultraviolet Source 1372, 2104 

Unicellular Rubber Floats 1608 

Univac AF/CRC Magnetic Computer 1264 
TED. Joint, eLaEAeUrS 76 

Utility Cabinet 1406 


v 


‘hlorinator 2110 
automatic 


V-Note 


h ¢ 
TY ape WRITER: 
i v 


tabulating 
9 


f e 124 

VACUUM GAGE: 123; 2053; hot-wire 
); single-scale 18 

Vacuum Switch 524, 1816 

Vacuum Symposium Transactions 1492 
Vacuum Tube Voltmeter, Low-Frequency 


115 
Vacuum Tube Volt-Ohmmeter 1620 
VALVES: air control 1651; ball 2098; 
cylinder control 1189; diaphragm type 
solenoid 1855; double ‘solenoid air 2471; 
electropneumatic 2294; explosive 581; 1653; 
tield control 1855 7 


instrument 
5; metering 1394; needle 2471; 
plug 2470; pressure regulator and shut-off 
2471; pve check 2294; 
1190; pilot-operated air 15 
seating 1387; pressure control 1190; 
sure reducing 1396; pressure regulating 
1394 
VALVE: ram type drain 2470; safety 
shut-off 2098; saunders 1855; selector 
1651; servo control 157; shut-off solenoid 
771; small-flow control 1650; solenoid 
1001; 2293; solenoid control 1650; sole- 
noid-controlled 1395; sphincter 1652; 
switching 581; 3-way solenoid 328; toggle- 
auersied shut-off 157; water-regulating 
vee 


Valve Assembly, Selector 1002 
Valve Capacity and Cy 282 
Valve for ‘‘Dead Ends’’ 580 
Valve Machining, Automation in 1070 
Valve Mechanical Characteristics, Evalua- 
tion of 1121 
Valve for Pilot Plants 2098 
Valve Piping Effects 280 
Valve Sizing 2220 
Valve Solenoid and Cover 772 
Valve Test Equipment 1466 
Valve Types and Flow Characteristics, 
Basie 490 
VALVE: automatic gas 2468; air con- 
trol 1673; butterfly 771; by-pass 2098; 
check 1003; control 327; 1652; 1938; 2293; 
directional 1399; four-way 1396; four-way 
air 2099; gage protection 2099; high- 
vacuum gage 1854; motorized 327; on-off 
control 1190; pilot 1398; pinch-type 2468; 
quick-action 1395; reducing 327; solenoid 
578; 1395; 1871; 2099; solenoid-operated 
579; solenoid pilot 2294; solenoid & pilot 
1397; SS needle 580; time delay 2101; 
two-way solenoid 1651; versatile %” 1394; 
3000-Ib hydraulic 1854 
Valves for Pilot Plants 2099 
Van Slyke Apparatus 1655 
Vane-Type Flowmeter 1166 
Vaporizer Regulator 2452 
Variable Delay Line 984 


Variable-Frequency Oscillator a 
Variable Speed Drive 320, 226 
Variable Speed Pulley 57 7 
Variable Transformer 562 
Venezuela, Instrumentation in 638 


. vou Ball Valve, Paul 1210 


HF Receiver 1164 
VHE Standard Attenuator 1158 
Vibration Calibrator 1584 
Vibration Control 787 
Vibration Exciter 330 
Vibration Generator 1376 
Vibration Indicator 737 
Vibration- Measurement Acceleration Pick- 
ups 2457 
Vibration ‘Meter 938, 2496 
¥ ee nt Motion Tester 2277 
VIBRATION PICKUP 123; 
oun aa 316 
Vibration Shaker 1831 
Vibration Testing, Stroboscope 
nizer for 330 
Vibration-Type 
Detector 1402, 
VIBRATOR: buttonless 
one bts 
“Vidigage’’ 1022 
VISCOSIMETER: 
low-temp 2493 
Viscometer, Rotational 322 
VISCOMETERS: high shear 358; proc- 
ess 2452 
VLF RI-FI Equipment 1164 
Volt-Ammeter ‘Adapter 1158 
Volt-Ammeter, DC 1158 
Voltage Divider and Bridge, AC 1156 
Voltage Divider, Decade 338 
VOLTAGE DIVIDERS: 
precision 758 
Voltage Dividing Network, Precision 1845 
ver Dividing Resistor, Computer 136 
VOLTAGE DIVIDING RESISTOR: di 
rect-mounting 2089: high-precision iH 
high-temperature 763;  multi-tap ‘ 
multi-turn 567; precision 149; 567; 2: 
sealed trimming 1634; sine-cosine 566; 
single-turn 342; subminiature 566; 1384; 
ten-turn 566; trimmer 2487; trimming 
149; 1634; 2286; wire-wound 1632 
VOLTAGE DIVIDING RESISTORS: 
high temperature 1846; low-cost precision 
; precision 1632; 1846; rotary-sector 
simplifier-phasing 1384; subminia- 
2088; trimmer 1196; 1634; 1845; 
wire-wound 763 
Voltage Reference 2484 
Voltage References 1194 
Voltage-Regulating Tubes 984 
VOLTAGE REGULATOR: 
ra lab 2062 
VOLTAGE REGULATORS: 1400; 1628; 
line 162; 561 
Voltage-Sensitive Ceramic Capacitors 569 
Voltage Tester 141 
VOLTMETER: ac-de digital 968; digital 
1620; dual electrolysis 1835; electrostatic 
rit radio-frequency 1380; transistorized 


VOLTMETERS: dec Digital 1874; digi- 
tal Leet 1839; suppressed-zero 556; tran- 
sistor 97 
Volt-Ohm-Milliammeter 1157 
Volt-Ammeter, Hook-On 2481 
Volt-Ohm-Milliammeter 970 

VOLT-OHMMETER: 2281; 
transistor 1154; vacuum-tube 
Volume Controls For Graphic Circuits 1385 
Vortex Tube, Hilsch 743 
VTVM, Miniature 968 
VU and DB Instruments 335 
VU Level Indicators 2282 


motion, 


Synchro- 


Mechanical Malfunction 


2093; high-fre- 


explosion proof 1576; 


digital 2285; 


ac 774; dual 


digital 2280; 
336 


w 


Washers, Instrument 1647 
Water Bath 544 
Water Level Gage, Bicolor 316 
Water Mixer, Thermostatic 1580 
Water Purity Controller 1400 
Wattmeter, Precision 336 
Wave Analyzer, Audio Frequency 557 
Waveguide Switch 976 
Wavemeters, Cavity 336 
Wear Tester, Heavy-Duty 1829 
Weigher, Automatic Net 2055 
we -FEEDER: 1168; 
Weighing Systems 1584 
Weighing System, Tank and Hopper 1816 
Weighings, Digitized 585 
Weight, Sets 1653 
“‘Weld-Lok’”’ The Story Behind 2356 
Welder Dynamometer 1182 
Welding Head 132 
Wescon Hi Lights 1968 
Western Computing Center 2354 
Wide Range Ohmmeters 1157 
Wire, Silver-Plated 2473 
Wire Coated Steel 1404 
Wire Markers 2101 

WIRE: silicon insulated 2092; smooth- 
wound 1606; stranded hook-up 1400 
Wire-Wound Controls For Graphic Cir- 

cuits 5 
Wires, Hook-Up 1638 
bi Machine, Automatic Wire-Wrap 


continuous 


Writing Machine, Automatic 746 


x 


Xerography Plates 774 

Xerography, Photo Panels and 2307 
X-Radiation Meter 1191 

X-Ray Diffraction Apparatus 1860 
X-Ray Diffractometer, Double Crystal 1191 
X-Ray Units, Industrial 548, 2275 

X-Y Plotters 1364 

X-Y Recorder 143, 758, 2280 

Zoom Lens, ITV 324, 1204 
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AUTHOR AND SOURCE 
INDEX 


A 


Abrams Instrument Cerp. 2068 

Accessory Products Corp. 736 

Acheson Colloids Co. 2472 

Acro Mfg. Co. 572, 2290 

Acromark Co. 2068 

Acton Laboratories 552 

Adalet Mfg. Co. 998 

Advanced Electronics, Inc. 538 

Advanced Electronics Mfg. 

Advanced Instruments, Inc. 

Aero Mechanisms, Inc, 536 

Aerovox Corp. 997, 1195 

Aetna Scientific Co. 352 

A’'G’A Div. 2056, 2267 

Airborne Accessories Corp. 160 a 

Airborne Instruments Lab., Inc. 1372 

Aircraft Controls Div. 2092 

AiResearch Mfg. Co. _™ 

Airflyte Electronics Co. 

Airmatic Valve, Inc. 158. or169, 1395, 2102 

Airtron, Inc. 138 

Akro-Mils, Inc. 1402 

Alcor Electronics Corp. 564 

Alden Products Co. 988 . 

Allegany Instrument Co., Inc. 958, 1154, 
2 


Allen, John Ww. 2140 


Alpha Metals, Inc. 2473 : 

Alto Scientifie Co. 142, 333, 1164 

Amerac, Inc. 530 

American Bosch Arma Corp, 1712 

American Electronics, Inc. 570, 958, 1004 

American Instrument Co, 1370 

American Lava Corp, 349 ae 

American Machine & Metals, Inc., U. 8. 
Gauge Div. 524 

American Optical 2474 

American Phenolic Corp. 

American Silver Co. 16¢ 

American Society of Mechanical Engineers 
1492 

American Society for Testing Materials 
1492 


767, 995, 1389 


American Time Products, Inc. 977, 1162 

American Tradair Corp. 2481 1 : 

Ampex Corp., Instrumentation Div. 1364 

Amphenol Electronics Corp. 2292 

Analogue Controls, Inc, 566 

Anatran Corp. 2268 

Anderson Co., V. aoe 1203 

Annis Co., R. B. : 

Anton Electronic A , Inc. 984, 1366 

Apco Mossberg Co. 542 

Applied Physics Corp. 129, 523 

Applied Research Lab. 2048 

Applied Science Corp. of Princeton 145, 
974, 980, 1174, 1364, 2092 

Arnoux Corp. 2086 

Aronson, Milton H. 84, 288, 457, 478, 488, 
706, 882, 904, 1136, 1294, 1312, 1535, 
1780, 1992, 

Aristo Grid Lamp Products, Inc. 350 

Arvey Corp. 1372 

Askania Regulator Co. 132, 1189, 2452, 

Assembly Fa Inc, 732, 970, 1355, 
2048, 22 

Associated Renen, Inc. 554, 57 

Atchley, Inc, Raymond 2091 

Atkomatic Valve Co., Inc. 1001 

Atlas E-E Corp. 986 

Atlas Valve Co. 2100 

Atocon Corp. 151 

Atomic Instrument Co. 523, 1366 

Audio Development Co. 162 

An-Temp-Co. Corp. 327 

Automatic Instrument Div., 
Labs. Inc. 142 et 

Automatic & Precision Mfg. Co. 1007 

Automatic Steel Products, Inc. 569 

Automatic Switch Co. 151, 328, 734, 
771, 2098 

Automatic Temperature Control 2105 

Automatic Valve Co, 2471 

Autotron Co. 530, 775, 1358 

Autron Engineering, Inc. 1352 

Avien, Inc. 144, 536, 538 ; 

Avionic Products Engineering Corp. 538, 
1190 


Axel Bros., Inc, 2089 
Axler Associates, Inc. 523 


Automation 


B&F Instruments, Inc. 1404, 205% 
Bacharach Industrial Instrument Co. 775 
Baermann-Nord Corp. 574 

Bailey Meter Co. 1576 

Baird Associates, Inc, 552, 754, 946, 960, 


Baker & Co. 952 

Baldwin-Lima- TAamticon 
936, 956, 1400, 2274, 

Baldwin Piano Co. ni. 

Balteau Electric Corp. 54: 

Bangerter, Harry G. 

Alfred W. Barber Labs. 22 

Barber-Colman Co., Wheeleo Insts. Div. 
732, 2098 

Barco, Inc. 763 

Barksdale Valves 526, 936, 1189, 2054 

Barnes Engineering Co. 132, 1186, 1356 

Barnstead Still & Sterilizer Co. 14 

Insco Co., Div., Barry Controls Inc. 1360 

Barton Instrument Corp. 1578, 1580 

Bausch & Lomb Optical Co. 128, 159, 
323, 776, 948, i368 1374 

Bayles, A. K. 86 

Bayley Instrument Co. ane 2455 

Beam Instruments Corp. 

Beard, C. 8. 72, 282, 490. 698, 815, 895, 
1124, 1307, 1782, 1987, ‘2220 

Becker, Iris 1903 

Beckman, Inc. A. O. 135 

Beckman Instruments, a 129, 131, 313, 
523, 534, 548, 556, 559, 740, 1003, 1157, 

1404, 1576, 2074, 2273 


Beckman & Whitley, Inc. 748 


7. 50, 


Corp. 33 
2476 


Beede Electrical Instruments Co. 2282 

Beggs, Joseph — 1492 

Behar, 1967, H 290 

Behlman lecupcnauian Company 1194 

Belaef, Nikolai 1241 

Bell Telephone Laboratories 765 

Bellofram ee i." 1169, 1400 

Belltron Mfg. 94 

Bendix png Corp., 
Div, 746, 1171 

Benson-Lehner Corp. 746, 1174 

Berkeley Div., Beckman Instruments, Inc. 


15 
Berkshire ye. 772, 1386 
Beswick, W. A. 1242 

Beta Electric Corp. 980, 1402 


Bendix Computer 


573 
k Light Corp. of America 1372, 2104 
=, Sivalls & Bryson, Inc. 520, 582, 
229: 


Blaw-Knox Co. Copes-Vulcan Div, 1398 

Blonder-Tongue Labs., Inc. 

Blue M Electric Co. 160, 317, 544, 1181 

Blundi, Anthony A. 1902 

Boehme, Inc., i. oO. 1202, 1387 

Boliinger, Loren E. 1329 

Boonton oo Corp. 1380 

Bossart, Paul 

Bourns Be lh on A 2286 

Bowmar Instrument Corp. 738, 770, 1390, 
229) 


Boyer, H. M. 


O82 
H. Co. 1364, 1400, 2102, 2471 
Braiistord & Co., Inc. 945 
Brandt, Weldon H. 679 
Branson Corp. 530 
Branson Ultrasonic Co. 542, 2274 
Brewer, Nathaniel 1328 
Bristol Co. 934, 2046, 

2253, 2452, 2472 
Bristol, E. S. 1047 
Brockett, G. F. 280 
Brombacher, W. G. 817 
Brookfield Engineering Labs., Inc. 1576 
Brooks Rotameter Co. 948, 1358, 2264 
Brown, Kenneth W. 2332 
Brown, R. Hunt 1492 
Brown, Richard P. = 


Brush, Electronics Co. 756, 1404, 2076, 
2082 
Buchanan Electrical Products Corp, 153, 


Buehler Ltd. 548 

Bulova Research & Development 
Inc. 550 

Burling Instrument Co. 2263 

Burndy Engineering Co., 

Burnell & Co., Inc. 2090 

Burrell Corp. 321, 1369 

Burroughs Corp. 550, 1362, 2061 

Burton Mfg. Co. 

Burton-Rogers Co., Hoyt Electrical Inst. 
Works 335 

Byers, A. C. 6, 818 

Byran, Robert J. 2432 

Byron Jackson Electronic Div. 1352 


Labs., 


c 


C-Mar Corp. 2456 

Caffiaux, J. A. 1699 

Cahill, Robert C. 2139 

Calidyne Co. 2277 

Callery Chemical Co. 

Cambridge = ont aly Tes, 155, 346 
Cannon Electric Co. 346, 994, 1389 
Capcon, Inc. 1386 

Carter age 4 Corp. 566 

. W. 1190, 1394, 2046 


CBS-Hytron 564, 1383 

Cedar Engineering, Inc. 737, 1001 

Central Electronics Mfgrs, Inc. 2078 

Central Scientific Co. 131, 538, 1192 

a Electronics & Instruments, Inc. 

20, 96 

Century Engineers, Inc. 756 

related Scientific Company 1168 

CG Electronics oo 964 

CGS Labs, 754, 

Chadwick-Helmuth fo. 330, 333 

Chamberlin, Jr., A. B. 285 

Chase, B. A. 1896 

Chatham ry ——? -, aa 

Chatillon & Sons, 

Cherry Electrical Products is 

Chesapeake Instrument Corp. 139 

Chicago Apparatus Co. 544 

Chicago Condenser Corp. 763 

Circle Seal Products Co., Inc. 2300, 2470 

Circon Component Co. 155, 1007 

Circuit Instruments Inc. 567 

Clairex Corp. 986 

Clare & Co., C. P. 1198 

¢ larostat Mfg. Co., Inc. 153, 1384, 1385 
Clary Corp. 229% 

Clary Multiplier Corp. 124, 1174 

Clearprint Paper Co. 355 

Cleveland Instrument Co. 750 

Clevite Research Center 542, 1386 

Clevite Transistor Products 565 

Clifton Precision Products Co., Inc. 344 

Coast Coil Company 1156, 1160 

Coleman Engineering Co., Inc. 137, 2058 

Collins Microflat Co, 954 

Color Television Inc. 966, a 

Comar Flectric Co. 152, 209 

Commercial Controls Corp. 146 

Committee on Vacuum Techniques 1492 

Commonwealth Engineering Company 1166 

Communication Measurements Laboratory, 
Inc. 754 

Company for Technical Progress 1181 

Computer Control Company 1197 

Computer Instruments Co. 1384 

Computer-Measurements Corp. 1179, 1352, 
2057, 2460 

Comstock, George E. 2209 

Conax Corp. 528, 575, 581, 1399, 1578, 
2292 


Page 378—Instruments & Automation—Vol. 30 


Condenser Products Co. 562, 994 

Conison, Joseph 627, 817, 2225 

Connell (P.E.), J. R. 394 

Conoflow Corporation 1168 

Conovar, Donald W. 1049 

Consolidated Electrodynamics Corp. 760, 
938, 1181, 1358, 2054, 2062, 2078, 2082, 
2103, 1576, 1580, 2258, 2276, 7. 2483 

Consolidated’ “Vacuum Corp. 23 

Consolidated Vacuum Div., EC 321 

Continental Wire Corp. 2092 

Control Engineering Co. 1402 

Control Products, Inc. 7% 

Controls Corp. of America 1388, 2267 

Cook Electric = 990 

Cornelius Company 354 

Cornell- Dubilier "Electric Corp. 1196 

Corning Glass Works 950 

Count-O-Larm Co. 126, 318 

Crawford Fitting Co. 576 

Crescent Engineering & Research Co. 316 

Crump, Joseph R. 820 

Crump, Ralph E. 2232 

James Cunningham Son & Co. 2291 

= Scientific Instruments, Inc. 142, 

Cycle Equipment Company 1176 

Curtiss-Wright Corp. 341, 2066, 2275 


D 
~~ Television Div., Thompson Products, 


Dale ipieieete, Inc. 2088, 2093 
Damol Corp. 2255 
Daniels, 

listed in magazine as Ingalls 1006 
Dashew Business Machines, Inc. 
Datamatic Corp. 94 
Daven Company 567, 1195 
Davidson Mfg. Co. 330 
Davis Emergency Equipment Co. 317 
Davis Instruments, Inc. 1172, 1355 
Daystrom Pacific Corp. 319 
Daystrom, Pacific Div. 149 
Dayton Rogers = rio 
Daytronic Corp. 
Dearborn Gage & fair Gass Div. 1374 
Decade Instrument Co. 555, 964 
Decker, Jacqueline M. 626 
~ peat -Amsco Corp. 154, 
Del Mfg. Co. 2053 
DeLeo & Associates, Inc., A. M. 1: 
Delmar Scientific Labs. 129 


Design Tool Corp. 739, 2068 
Detectolab, Inc. 321, 741 
Detroit Cam & Tool Co. 952 
Detroit Controls Corp. 991 
Deutsch Company 346 
DeWitt, C. P. 486 
Dialight Corp. 774 
— Power Specialty Corp. 

210% 
Dice, J. W. Co. 2300 
Dickinson & Assoc. 542 
Dickinson, H. 1344 
Diehl Mfg. Co. 992, 1199 
Dietz Co., The Henry ™ 524, 948, 2458 
Dillon & ‘Co., Inc., W. 796, 2454 
Diversey Corp. 312 
Du Mont Labs., Inc., Allen B. 332, 337 
DoAll Co, 954 
Doctor, Norman J. 1131 
Doelman Div., M—H 736, 2084 
Doll, H. G. 1544 
Done Right (poem) 2219 
Douglas & Gierens, Inc. 140 
Doutre, B. G. m 
Doyle Co., J. E. 776 
Dressne-Barnes Corp. 2082 
Dresser Products, Inc. 1366 
Du Mont Labs., "A, B. 554, 966, 971, 974, 

976, 1162, 1181, 2065, 2477, 2480 
Dumore Company 1186 
Dundovic, J. F. 708 
Du Pont de Nemours & Or. 
Duralab Equipment oo 
Durant Mfg. Co. 738, 
Dynalysis Deron ic 


E. I. 1006 


2268 
Inc. 1160 


Eastern Aircraft Products Corp. 770 

Eastern Precision Resistor Corp. 2088 
Eastgap Company 341 

Eastman Chemical Products, Inc. 771 
Eaton Mfg. Co., Dynamatic Div. 1362 
Ebert Electronics Corp. 571 

Eckman, 1545 

Eco Engineering Co, 121 

Edgerton, Germeshausen & Grier, Ine. 


4 
Eeco Production Co. 2084 
Eico 2478 
Elastic Stop — Corp. 2056, 2267 
Eldema Corp. 1007 
Electric Indicator Co. 2266 
Electrical and Physical Des Corp. 
28, 139, 147, 339, 733, 974, 1378 
Electro Instruments, Inc. 125, 141, 143, 
756, 968, 1380, 2078, 2279, 2462 
Electro- Measurements, Ine 332, 758 
Electro-Mec Laboratory, Ine. 1364 
Electro-Mechano Co. 544 
Electro Products Labs., 2087, 2101 
Electro-Pulse, Inc. 964, 1378, 2056, 2278, 


2477 
wade Snap —- - Mfg. Co. 571, 572 
Electromation Co. 

Electromec, Inc. st. ° 973 

Electronic Measurements Co. 1194 
Electronic Research Associates, Inc. 552 
Electroni Specialty Co. 960 

Electrons, Inc. 764 


— Corp. of America 310, 313, 


Electroseal og meee 342 


1544 
George D. Ellis & Sons, Inc. 2104 
Ellis Associates 558 

1 Mec Labs., Inc. 774 
Emmett Machine & Mite. = 1374, 1574 


Endeveo Corp. 758, 
Engineering Publishers 1492 


Engis Equipment Co. 134, 739, 75 
2474 


Epic, Inc, 2283, 2482 

Epsco, Inc. 746, 762, 2484 

ERDCO Engineering Corp. 742 
Erie Resistor Corp, 342 

Ernest Associates, Inc., oy D. 3 
Ertel Engineering Corp. 137 

ESC Corp. 144, 569, 1387, 2090 
Ess Instrument Co. 2048 

European oe tng Co. 


Sw F 
Exact Weight ale Co. 2055 
Excel Electric Service Co. 524 


Fairbanks, Morse & Co. 936 
Fairchild Camera & ae ae 1400 
Fairchild Controls Corp. ae 

Falcon Machine & Tool sie. 

Falge Engineering oly 350 

Falk, Walter R. 2139 

Fansteel Metallurgical Corp. 984 
Farris — Valve Corp. 579 
Fecker, Inc., J. W. 752 

Federal Pacific Electric ome" 1198 
Federal Products Corp. 136, 324, 


247 
ee prolaepene, $ Radio Co. 557, 
756, 764, 1158, ae 2068, 2080 
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Fenwal Incorporated 2 2051, 2260 
Ferrara, Inc, 318 
Ferrara, Guido (Obit) 8 
Fielden Instrument _o Robertshaw Ful- 
ton 1578, 2253, 2457 
Film Capacitors, Inc. 1386 
Fischer & Porter Co. 316, 
2466 
Fisher Governor Co. 743, 2053 
Fisher Radio Sales Co., Inc. 138 
Fisher Research Laboratory, Inc. 943, 1004 
Flow Corp. 58: 
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Foiltone Products, 1188 
Ford Engineering Co. os “Ine. 984 
Forster, Jr., Leong hy (biography) 451 
Foster Supply Co. 374, 
Foxboro Co. 2046, 2048; 1576, 2466 
F-R Machine Works 584 
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Franklin Dales Company 1171 
Franklin Electronics 2057 
Franklin, J. 1131 
Franks, R. G. 1524 
Frequency Laboratories, Inc. 2072 
Fromm, Marvin M. 2139 
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GPS Instrument Co. 226 
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Gamewell Co. 566, 567, "63, 3, M384, 2089 
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Gardner Laboratory 1191 
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Gates Electronic Co. 341, 936 
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Gayston’ Corp. 992 
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General Devices, Inc. 346 
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